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INSTITUTE MEETING 
IS ON AT CLEVELAND 


Delegates From the Insurance 
Clubs Gather for Annual Con- 
ference This Week 


BIG WORK ON TEXT-BOOKS 


Thirteen Local Societies Now Mem- 
bers of Great Educational Body— 
Many Topics Up 


Cleveland, Ohio, Oct. 18—(Special)— 
A discussion on educational features, 
the preparation of text-books and the 
publication of a bulletin took up the 
greater part of Tuesday, the first day 
of the eighth annual conference of the 
Insurance Institute of America, which 
is now being held at Cleveland. If it is 
possible to complete the work, the con- 
ference will adjourn at noon Thursday. 

Fred B. Ayer, president of the In- 
surance Society of Cleveland, welcomed 
the delegates Tuesday morning and a 
response was made by President John 
H. Kenney, who then read his annual 
report. Mr. Kenney discussed the pub- 
lication of a monthly bulletin, and fol- 
lowed this with a recommendation that 
the institute be incorporated, in order 
that the text-books now in course of 
preparation may be copyrighted. 


Befers to Correspondence Course 


The Fire Insurance Club of Chicago, 
said the president, is giving a trial to 
a correspondence course of study, 
which is very interesting, in view of the 
fact that this plan has received con- 
sideration from the officers of the insti- 
tute and may be adopted as a means 
of reaching the smaller cities and towns 
of the country. 

Secretary Benjamin Richards re- 
ported that the membership is now 
thirteen, while the individual member- 
ship is 4,500. Mr. Richards said that 
the Fire Insurance Club of Watertown, 
N. Y., had been organized last January 
largely under the guidance of P. H. 
Willmott, assistant secretary of the 
Agricultural. Another new member is 
the Profile Club of Manchester, N. H., 
all of its members. being employes of 
the New Hampshire. The Insurance 
Society of Baltimore was the third new 
narra to join during the year. 

N. Handy read the report of the 
auditing committee, which showed a 
balance of $285.57. 

The report of the executive commit- 


(CONTINUED ON PAGE 15) 
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WESTERN BUREAU HAS 
SEMIANNUAL SESSION 


Chairman C. E. Sheldon Reviews 
the Present Conditions in 
the Central West 


HAS MANY OBSERVATIONS 


Attendance Is Excellent and Much In- 
terest Is Evinced in the Committee 
Reports 


(PROM A STAFF CORRESPONDENT) 

Brier Cliff, New York, Oct. 18— 
Chairman Charles E. Sheldon’s address 
was the chief feature of the semiannual 
meeting of the Western Insurance Bu- 
reau that met here this week. He 


. sounded the keynote and during the 


progress of the sessions the work cen- 
tered about the points he brought out. 
Mr. Sheldon is regarded as one of the 
virile, keen thinkers in fire insurance. 
He said that the denial or abandon- 
ment of the principle of arbitration, 
whether by supposedly highly civilized 
nations in the matter of international 
disputes, or in the case of national, 
state or civic problems will find its 
fruition in misfortune, injustice and dis- 
aster. Of this self-evident truth he 
declared people now have a concrete il- 
lustration in .the great European con- 
test exhibiting the depth of human deg- 
radation, as well as the exaltation of 
the patriotic spirit, the results of which, 
however, are to be summed up in a 
staggering loss of human life, inde- 
scribable suffering, and the destruction 
of enormous wealth which cannot be 
offset by the temporary prosperity and 
complacency of favored nations. 


Applied to Fire Insurance 


In making further observation on 
this point, he said: 

“It may seem to be, and it is, a far 
cry from the spectacle of the great east- 
ern cataclysm to the contemplation of 
the affairs of the business of fire insur- 
ance in the comparatively limited ter- 
ritory which we supervise, but our 
business is no small factor in the activi- 
ties of the commercial life of this coun- 
try and unfortunately for us and for 
the general public is being persistently 
made more prominent by the legisla- 
tors of the various states, by the offi- 
cials of the numerous insurance de- 
partments and by associations of busi- 
ness men everywhere, and the aitention 
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WAR BUSINESS HAZARDS 
ARE POINTED OUT 


Much Attention Should Be Given 
to Peculiar Industrial Changes 
and Conditions 


GENERAL‘ DISORDER SEEN 
Fire Prevention Work Must Assume 


New Activities in Getting at 
the Real Risk 





The National Fire Protection Asso- 
ciation is emphasizing the fire hazards 
of the war in American industry. Ben- 
jamin Richards of Boston, chairman 
of the committee on manufacturing 
risks and special hazards of the asso- 
ciation, has made some observations 
on this subject and speaks very inter- 
estingly as follows: 


The past year has been one of par- 
ticular interest to us owing to the peculiar 
changes and conditions which have been 
brought about. 

For a long time our industries as a 
whole had been moderately feeling their 
way, being influenced, without doubt, in 
part at least, by political considerations. 
The marked stimulus given them by the 
cutting off to a considerable measure of 
foreign importations, to the placing of 
large ‘‘war orders” and to a general re- 
stored confidence found most of our in- 
dustries unprepared, with depleted stocks 
and machinery needing replacements, The 
result has been an unprecedented rush of 
business with its accompanying crowding, 
disorder, unstable construction, and ex- 
perimenting in new lines of manufacture 
unfamiliar to both operator and employe. 
A train of serious and a multitude of 
lesser fires inevitably followed, and all 
connected with the insurance and fire pro- 
tection interests were confronted with not 
only the old problems in serious form but 
problems and hazards heretofore rare or 
but little known in this country. ~ 


Due to Rush Orders 


Many fires resulting from this move- 
ment have been attributed to the activities 
of war partisans, but it is fair to assume 
that the general disorder and unclean- 
liness attendant on any such “rush” orders 
has demanded its full quota of fires. 
Without doubt, however, some fires have 
been deliberately Planned by persons 
whose motives originated in a fancied de- 
sire to aid some warring country. 

The general trend of the industries as 

g us as fire protection specialists 
has been 40 open more widely the field of 


fire as distinguished from fire 
' Our interests, heretofore 

y centered on the perfection of the 

va s fire protecti and extinguishing 


devices, must evideritly, in the future, ex- 
n heretofore into 
more abstract spheres of fire protection, 
such as plant mentees” including dis- 
cipline, responsibility of employes, and 
methods of manufacturing, especially as 
to their economy and industrial legitimacy. 


More Than Moral Hazard 


We must study carefully the new and 
untried lines of manufacture, not to learn 
of their hazards alone, but also to ascer- 
tatn their business possibilities as con- 
ducted in the particular cases in question. 
This involves more than a conception of 
the so-called “moral hazard,” so long 
recognized in the field of fire insurance. 
It calls for the application of fire protec- 
tion engineering to this subject in its 
broadest sense in order that the funda- 
mental and underlying causes and condi- 
tions resulting in fire may be diagnosed 
and concrete preventive measures found 
to meet them. 


Hoxie’s Interesting Work 


A marked example of this idea of pre- 
vention is found in the excellent work of 
F. J. Hoxie, of the New England factory 
mutual insurance companies. Here is dis- 
covered the robable solution of the 





to the atmosphere of the picker 
~ the close connection between 
ical and efficient methods of manu- 
ng ons the possibility of fire pre- 
vention is established. This example illus- 
trates what lid, more than heretofore, 
be the trend of | work. 


Must Be Careful Study 


Again, in the article of J. A. Robinson, 
ef the Underwriters’ Bureau of New Eng- 
land, on “Nitration Products,” there ap- 
pears an example of the thorough and 
exacting preliminary work which must 
now be undertaken by students of fire 


Far lines of manufacture is in- 
volved. 

Here are named and foreshadowed 
epoch-+making changes in our industries 
brought on 2 | the demand for war muni- 
tions. The hazard of baled cotton has 
entered paper mills; heretofore relatively 


come dangerous and vital features of our 
business. Here is pictured the danger of 
hurriedly undertaking the manufacture 
of products by concerns unprepared and 
inadequately informed in regard to their 
proposed business. The painstaking detail 
of this report in its description of the 
intricacies of the chemical war munitions 
industry shows what information is likely 
to be required to intelligently guard such 
Plants from fire. 


Scope of War Business 


During the year large new plants and 
large additions to old ones have been 
erected for supplying war munitions, and 
the product of many other factories has 
been diverted either directly or indirectly 
to the production of war supplies. 

The work found in these factories where 
recognized as direct “war business” con- 
sists of preparing cotton for nitration, 
manufacturing nitro or gun cotton, picric 
acid, trinitrotoluol, explosives, fire arms 
of all kinds, swords, bayonets, cartridges, 
shells, time fuses, scabbards, belts, sad- 
lery, leggings, textiles for uniforms, 
blankets, tents, other clothing, such as 
hats and shoes, hard wood plugs for shells 
and ammunition boxes. 


Indirect Association Seen 


Indirectly associated with such products 
are the products of other factories, such 
as nitric and sulphuric acid, the present 
demand for which is unprecedented, recov 
ering benzol and toluol, manufacturing 
synthetic phenol, the production of syn- 
thetic colors as by-products and products 
of countless factories supplying general 
materials to those mentioned. 

It is hard to fully define what is “war 
business” and what is not, as industrial 
conditions were subnormal at the time 
war orders began to be placed. Ordinary 
replacements due in any event undoubt- 
edly are apt to be mistaken for war busi- 
ness in many cases. It seems to be an 
assured fact, however, that the new in- 
dustries are to be with us for a long time 
to come. Some of them will remain per- 
manent and other similar ones undoubt- 
edly will be built. Their entrenchment 
and, growth will call for further informa- 
tior®from time to time, which quite likely 
will be furnished by those following 
closely these particular industries. 

Ce BE oe 


MISCELLANEOUS NOTES 


The Teutonia of Pittsburgh has been 
licensed in California. 

Elwin A. Law, superintendent of agents 
of the Royal, has returned from a trip 
through Nebraska, Kansas, Colorado and 
Wyoming. 

The National Union Fire has discon- 
tinued business in Bellingham, Wash., re- 
insuring its liability in the city with the 
North British. 

Herman J. Rossi, prominent Wallace, 
Idaho, local agent and president of the 
Insurance Federation of Idaho, who has 
been on trial on a murder charge, was 
acquitted by a jury Saturday, with the 
unwritten law as his defense. 


WHAT PERSEVERANCE MEANS 


A colored preacher, when asked to de- 
fine perseverance, said: “It means, firstly, 
to take hold; secondly, to hold on; thirdly 
and lastly, to nebber leave go.” 
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ent Frank Taggart of Ohio in answer- 
ing a number of questions propounded 
by an agent of that state. The ques- 
tions cover various means of granting 
credits, by taking notes and by simply 
failing to press collections, and the 
superintendent uniformly holds that the 
extension of credit without charging 
interest, or with interest at less than 
the current rate is a violation of sec- 
tion 9589-1 of the insurance laws by 
both agent and assured. 


Questions and Answers 


The questions, with the answers 
given by Mr. Taggart are as follows: 


1. Interest agreed upon but not col- 
lected—An agent takes a note in payment 
of a premium, bearing interest, the agent 
in turn advancing the premium to the 
company, and when the note matures 
throws off the interest. Is this a violation 
of section 9589-1? 

Answer. I would answer this in the 
affirmative, as by this course of conduct 
the agent is giving the assured the use 
of the amount of the premium for the 
time that the note may have run, without 
interest, and although the amount in- 
volved may not be large—that is, the in- 
terest may not be very substantial in 
amount—yet it is a matter of valuable 
consideration which the agent gives and 
the assured receives. The provisions of 
section 9589-1 are to the effect that 
ueither the agent shall pay, allow or give, 
nor the: assured knowingly receive, any 
“valuable consideration or inducement 
whatsoever not plainly specified in the 
policy or contract of insurance, or agree- 
ment of indemnity,’ and, as stated above, 
although the amount of the interest on 
the note may be comparatively small, yet 
it is a valuable consideration allowed and 
given on the one hand and received on 
the other. 

2. Interest collected—An agent ad- 
vances an unpaid premium to his com- 
pany and takes a note from the assured, 
bearing interest at a customary rate of 
6 percent per annum, running for a 
definite period, for the amount so ad- 
vanced. He carries this note himself, or 
discounts it at his bank, as he sees fit. 
Is this a violation of section 9589-1? 

Answer. I would answer this in the 
negative, as this transaction in substance 
is merely making a loan to the assured, 
for which the assured pays a consider- 
ation by way of the legal rate of interest 
of the state of Ohio. 

3. Interest less than current rate—An 
agent advances an unpaid premium to his 
company, takes a note from the assured 
for the amount advanced, running for a 
definite period, but bearing a lower rate 
of interest than his bank requires, and 
he pays the difference to his bank himself 
without actually collecting it from the 


speuved. Is this a violation of section 
Answer. I would say that this is a 


violation of section 9589-1 for the same 
reasons as given in answer to the first 
question. 

4 Credit without interest—An agent 
Solicits a line of insurance, and offers to 
give, or agrees to give, without consider- 
ation other than the privilege of placing 
the insurance and earning the commission 
which the company allows him, a credit 
of six months, or a credit for a shorter 
term, but for a term in excess of the 
time allowed him by his company for the 
collection and payment of premium to it, 
advancing the premium to the company 
himself, Is this a violation of section 
9589-1? 

Answer. Would be the same as the an- 
Swer to the first and third questions. 

5. Long credit without agreement— 
An agent, for business reasons, considers 
it good policy not to push a policyholder 
whose premium is unpaid at the time the 
company réquires payment from the agent, 
having in mind advantages which may 
accrue in future business by reason of 
this special consideration given to the 
customer, or through neglect or lack of 
diligence fails to secure the premium from 
the customer at the time the company 






























































Answer. Would be in substance the 
Same as my answer to the first question. 

6. How to comply with law—In order 
to be in accord with section 9589-1, must 
an agent, when a premium is unpaid by 
the assured at the expiration of the time 
limit given the agent by the company, 
either cancel the insurance at once (sub- 
ject, of course, to the policy conditions 
as to cancellation) or if he advances the 
premium to his company, ke a note 
falling due within a definite time, and 
bearing the customary rate of interest, 
or the rate at which he has to discount it 
if taken to his bank? 

Answer. I beg to call your attention to 
the fact that the agent represents the 
company, and the time limit for the pay- 
ment of premiums given the agent by the 
company is the act of the principal, and 
the provisions of the company’s contract 
are usually to the effect that in case the 
premium is not paid within a certain 
time, the policy is subject to cancellation. 
Now, if the agent advances the premium 
to the company, taking a note for a 
definite period and bearing the customary 
or legal rate of interest, then there is no 
violation of the law, for the assured pays 
his premium by borrowing the money and 
paying the legal rate of interest thereon, 
and no discrimination is made and no 
valuable consideration is allowed or given 
in the transaction. 

7. Violation by assured—If a violation 
on the part of the local agent, in any of 
the above, is it also a violation of law 
as to the assured himself? 

Answer. I would answer it in the af- 
firmative. The language of the statute 
above quoted is conclusive to my mind: 
“No person shall knowingly receive, as in- 
ducement to insurance, any valuable con- 
sideration or inducement whatsoever not 
plainly specified in the policy, or contract 
of insurance.” If the assured receives 
this benefit with knowledge of the fact, 
and through an arrangement with the 
agent, he is engaged in a contract which 
is, in my judgment, contrary to law. 





Changes in the Field 











E. S. Merrill 

E. S. Merrill of Belvidere, Ill., has 
been appointed state agent of the Ham- 
burg-Bremen Fire for Illinois and Wis- 
consin, succeeding W. J. Nolan, who 
recently went with the Glens Falls. Mr. 
Merrill will make his headquarters at 
Belvidere, Ill., but will also have a 
desk in the office of Affeld, Tonk & 
Co., Insurance Exchange, Chicago, who 
represent the company. Mr. Merrill 
has had a long experience as local 
agent and field man. 


O. L. Swatts 
O. L. Swatts of Hinton, W. Va., has 
had Ohio added to his field for the 
standard of Hartford. He _ succeeds 
Fred W. Peters of Marion, Ohio. Mr. 
Swatts is manager of the Hinton In- 
surance Agency. 





Robert A. Drum 


Robert A. Drum, 513 New England 
building, Topeka, Kan., has been ap- 
pointed special agent of the Standard 
of Hartford in Nebraska, Kansas, Okla- 
homa and Colorado. He succeeds Spe- 
cial Agent Ora T. Price. He is a son 
of State Agent Will I. Drum of the 
German American in Kansas. 





B. Goff. Snyder 
Thos. G. Wilds, former special agent 
of the Henry Clay for eastern Ken- 











University of Wisconsin Loss Brings to 
Light Exact Status of Gov- 
ernment Scheme 





Owing to the talk that is going 
around concerning state insurance and 
state funds of various kinds, the condi- 
tion of the Wisconsin state fire insur- 
ance fund is of interest. Under the law 
providing for this fund all state, county 
or municipal property can be insured. 
The recent loss in one of the buildings 
of the University of Wisconsin calls 
attention again to this fund and its con- 
dition. The loss was not as great as 
had been anticipated, but it is enough to 
impair the state fire insurance fund. 


Condition on Oct. 11 


On Oct. 11 the state fund had assets 
amounting to $152,337.33. This was 
comprised of two items—cash on hand, 
$145,074.97, and amount due from coun- 
ties, $7,262.36. The liabilities amounted 
to $147,427.53, this being composed of 
amount due the general fund, $78,137.99, 
and unearned premiums, $69,287.54, 
leaving a net surplus of $4,909.80. The 
$4,909.80 surplus, however, is simply 
surplus on paper, as in the liabilities it 
is seen that the fund owes the general 
fund of the state over $78,000. In other 
words, it was about $74,000 in debt be- 
fore the university fire. 


Fund Is Badly Impaired 


The loss on the university building 
will be $30,000, which puts the fund in 
the hole over $100,000. The insurance 
on the building was $184,000 and on the 
contents $46,000. The fund on Oct. 11 
had outstanding insurance of $40,000,- 
000. The largest Single amount at risk 
is $4,455,000. The taxpayers in Wiscon- 
sin have been paying a pretty penny, 
therefore, in allowing the state fund to 
carry its insurance . 








tucky, has resigned his position and the 
place has been filled by B. Goff Snyder, 
who is a brother of the manager of the 
Henry Clay, Claude F. Snyder. 


FRED C. SNAPP 


Fred C. Snapp, of Heiny, Snapp & Dor- 
sett, local agents at Monticello, Ind., has 
been appointed farm special agent for the 
National of Hartford and will make his 
headquarters in his home town. Later on 
he may move to Indianapolis. He has 
been specializing on farm soliciting for 
the last two years or so. 





W. VAN IDERSTINE 


W. Van Iderstine, inspector for the Na- 
tional Inspection Company of Chicago, has 
been made special agent of the St. Paul in 
western New York and western Pennsyl- 
vania. At one time he was connected with 
the Western Sprinklered Risk Association. 

a 


Think Success 


Think success. Success begins in 
the mind. Why think 50 cents, when 
it is just as easy to think $50. Tell suc- 
cess stories, not incidents of failure and 
hard lutk. Radiate prosperity. Feel 
prosperous. It’s catching. Keep your 
chin up. 





























More Northwestern Field Men 


CouNTRYMAN 
Butts 
his 
GOLDEN HEAD 
- against a 
LittLE WHITE 
CHURCH 
on 
MAIN STREATOR 
Farco! 
* * * 
A HIGH LIVER 


Margaret Livengood is being licensed 
by some of the companies at Niles, Ohio. 


*x* * * 
Nor Always Chicken, Either 


Not all of the present day exhibitors 
of calves are prospects for live stock in- 
surance. 

* * * 
A STIFF DRINE 


R. Tarwater is a local agent in Howard, 
Kan. 

* s . 

A good deal of poetry submitted for 
Surplus Lines is like a first-class 
sprinkler equipment—it has no meter. 

* * x 


Mrs. A. B. Myers, wife of the well 
known insurance underwriter, de- 
lightfully entertained Monday after- 
noon from 4 to 6 with a progressive 
bean party.—Byers (Tex.) Herald. 
We suggest that the head of the Bean 
Club, W. J. Carey of Cincinnati, the lima 
bean, institute these parties in every 
locality where a local beanery has been 
established. For the first prize, we sug- 
gest a free membership in the Bean Club. 
For the booby prize, why not give the 
“has been” trophy. 
s s tw 


FOUR JACKS 


Jack Marshall, 
Jack Pollock, 
Jack Cory, 
W. A. Jack. 
* * * 
In summer lightning strikes your house 
And into patches blows it. 
In winter time the little mouse 
With nest of matches does it. 
Your house with lightning rods equip. 
Just safety matches keep, 
Thus you can give them both the slip 
And go to bed and sleep. 
—Imri Zumwalt, Kan, 


& a * 
H. H. Walker Makes the Col. 


How do we know that Noah was the 
greatest financier of his time? 
Because he was able to float a stock 
company when all his competitors were 
forced into involuntary liquidation.— 
—H. H. Walker, Ill. 
*x * 


Add 50 Cents to Basis Rate 


L. B. Hazzard has become connected 
with the office of Adjuster J. J. Windle in 
New York.—News Item. 

* * * 


FAMOUS BELLS 
Liberty. 
Blue Bells of Scotland. 
Kentucky variety. 


Dinner. 
George H. 
* * 
Talking of important insurance 


streets, what’s the matter with noted 
insurance lanes—Maiden Lane and 
“Bill” Lane, of the Niagara? 
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WESTERN BUREAU HAS 
SEMIANNUAL SESSION 


(CONTINUED FROM PAGE 1) 


which we are receiving is not always 
prompted by wise or unselfish motives. 
Therefore, the benefits of cooperation 
—the adjustment of difficulties by ar- 
bitration and not conflict—the com- 
bination of broad experiences and the 
support of good practices and greater 
economies of administration should 
commend themselves to each of us. 


Comment on the Union 


“For more than thirty years the 
company organization known as the 
Union had dominated fire insurance af- 
fairs in the states of the central west. 
Its most devoted friends would admit 
that it has made serious mistakes, but 
on the other hand its consistent op- 
ponents must concede its claims to hav- 
ing preserved from demoralization, if 
not absolute chaos, this business upon 
which we depend for livelihood, and 
the exercise of our business talents. 
To the far-sighted men of another gen- 
eration who laid the foundation of our 
sister association everyone engaged in 
the business owes a great debt which 
he should always be proud to acknowl- 
edge no matter what may be his busi- 
ness affiliation or partisan feelings. 
Therefore, in dealing with our friends 
of the Union, let us have in mind their 
rich legacy of a long and honorable 
record and be tolerant in criticism; 
helpful in counsel; generous and 
prompt in cooperation. 


Will Not Allow a Differential 


“In the interests of economy of man- 
agement and a fuller cooperation, it is 
regrettable there cannot be one asso- 
ciation only, but that is not possible 
while the Union declines to recognize 
the just and feasible principle of a dif- 
ferential without which the smaller 
companies, at least, of our organization 
could not successfully withstand the 
strain of intense competition. 

“Personally, I believe that the for- 
mation of the Western Insurance Bu- 
reau prevented the demoralization of 
the fire insurance business in the west- 
ern states; that the bureau has mate- 
rially aided in creating a stable under- 
writing situation; that it originated the 
idea and is mainly responsible for the 
joint conference agreement, through 
which many beneficial results have 
been secured; that through the effect 
of this conference agreement our 
Union friends were able to attract to 
their membership, and secure the alli- 
ance of, powerful interests which, while 
not ‘too proud to fight,’ were too wise 
and shrewd to stand aloof in the face 
of such cooperation as was being dem- 
onstrated; actively assisted in the ref- 
ormation of certain conditions in the 
hitherto ‘excepted cities’ so-called; ren- 
dered full moral and financial support 
in the expansion of the work of fire 
prevention and scientific classification 
and rating of fire risks; prominently 
identified itself in compelling a recog- 
nition of the dignity of the companies 
and the equities of their contention in 
certain unprofitable states; but to enu- 
merate all that the bureau has accom- 
plished, alone or in cooperation with 
our sister organization—would weary 
you with a familiar tale.” 


Comment on Burean’s Work 


In commenting on the work of the 
bureau, Mr. Sheldon said: 


As originally constituted, the joint con- 
ference committee consisted of ten per- 
sons—five selected from the Union and 
five from the Bureau, and the personnel 
was not changed from year to year. It is, 
I believe, the sentiment of the Bureau and 
I think also reflects that of many mem- 
bers of the Union that the change which 
has increased the membership of the con- 
ference committee to twenty and which 
requires on the part of the Union, at least, 
the changing of its representatives on this 
committee each twelve months, has not 
worked to the advantage of the com- 
panies. The committee, as now consti- 
tuted, is unwieldy and the bringing of 
hew men into its work so often impairs 
its efficiency, causes delays, and makes 


the work more burdensome. I should like 
to see the Bureau pass a resolution recom- 
mending to the Union a return to the old 


conditions—reducing the representation to 
five members from each organization and 
making the personnel of the committee 


more fixed. 
Bank Agencies 


This association has not as yet been 
able to accept the suggestions of the 
Union with reference to agencies in bank- 
ing institutions. We have claimed, and I 
think properly, that the present rules of 
the joint conference agreement are suf- 
ficient to take care of any situation which 
may arise in connection with, specific 
agencies located in banks and that it is 
not necessary for further legislation, 
which quite apparently would not be in 
the interest of many Bureau companies. 
The Bureau has made concessions in the 
matter of the representation of companies 
for hail and automobile business, classes 
of business which were never contem- 
plated to be brought under the jurisdiction 
of the joint conference committee. Your 
chairman believes that he is unalterably 
opposed to any further curtailment of op- 
portunities for the expansion of the busi- 
ness of Bureau companies. 


Merger of Agencies 


The present rule requiring a readjust- 
ment of commissions where certain 
changes occur in company representation 
is weak and fraught with considerable 
danger to the efficiency of the conference 
agreement. This rule should either be 
reconstructed or the conference committee 
should so interpret its meaning and intent 
as to provide that in the case of the 
merger of two agencies where the agencies 
of companies are not accepted but simply 
the expirations purchased, the effect shall 
be the same as if the companies were 
taken into the agency, and the rate of com- 
pensation must be changed in accordance 
with the provisions of the rule. The con- 
ference committee should also be asked to 
originate and adopt some method by which 
the secretary of the Union and the man- 
ager of the Bureau shall be promptly 
notified of the company representation in 
agencies merged, or where expirations are 
purchased, so that each company rep- 
resented in the agency may have notice 
to readjust its commission schedule and it 
should be required that such change in 
agent’s compensation should conform to 
the date of the purchase or merger. 

Another matter which the_ membership 
of both organizations should have their 
attention directed to with considerable 
emphasis is the delay of companies in re- 
tiring from an agency improperly entered. 
I think the delay in most cases has been 
due to the “masterly inactivity” of field 
men, but the responsibility for it comes 
back upon the company official, and I be- 
lieve we should each of us give especial 
attention to this situation which some- 
times leads up to misunderstanding and 
bad feeling. 


Mixing of Agencies 


A great deal of criticism and complaint 
has emanated from both Union and Bu- 
reau officials with regard to the attempted 
mixing of agencies by field men. There 
is no doubt but there is a determined ef- 
fort by a certain type of field man to se- 
cure the mixing of agencies, often resort- 
ing to devious means to gain his ends. 
There is evidence that this evil is on the 
increase and the field men who are guilty 
of such practice should be “spotted” and 
should be made personally responsible for 
this effort to undermine the foundations 
of the conference agreement. The condi- 
tion is one which should have drastic 
treatment and the position of any field 
man who indulges in this sort of work 
should be in jeopardy. 

Circumstances have sometimes warrant- 
ed the suspicion that coteries of field men 
in certain territory had united (and it is 
to be hoped without the knowledge of their 
principals) to carry on these reprehensible 
methods, never seeing with their imper- 
fect vision and dulled intellects the dan- 
ger of bringing down the house about 
their heads. 

The members of the Bureau should not 
only see that their field men are free from 
guilt in this matter but should also with 
much emphasis require close observation 
at their hands in order that Bureau com- 
panies may not suffer. 


Separation and Nonaffiliated Companies 


Separation, as understood in our busi- 
ness, has a repugnant sound to the aver- 
age member of our association, and yet it 
seems unfair that companies which do 
not contribute financially or otherwise to 
the protection and development of a com- 
mon business should be permitted equal 
participation in our agencies. 

And it also seems inequitable that 
agents should expect us to divide the 
diminishing loaf of premium income with 
companies which are doing nothing to 
prevent the destruction of our agency 
system—companies which are not con- 
structive in their methods but by their 
parasitical attitude selfishly fatten on the 
efforts of others. The members of this 
organization in their individual capacities 
should see to it that this class of com- 
panies—prominent by reason of their 
scarcity—should not thrive and continue 
in Bureau agencies. 


Agency Service 


Much has been said in the way of crit- 
icism of special or improved risk depart- 
ments of certain companies and there is 
much talk of the inroads upon the busi- 
ness of local agents by large city brokers. 





Let us bear in mind that the success of 
these aggressive business producers is 





largely to be accounted for by the quality 
of service rendered. Therefore, it be- 
hooves us, individually and collectively, 
to increase and improve our facilities for 
securing and properly caring for the busi- 
ness of our local agents. To that end as 
a cooperative proposition, I commend to 
your favorable consideration the work of 
our Reinsurance Bureau, the Western 
Sprinkled Risk Association, and improved 
risk department. 


Inspection Bureaus 


The importance of the inspection bu- 
reaus in their relations to the business has 
not in my opinion been properly estimated 
by our membership. In the past the per- 
sonnel of these inspection bureaus has 
been largely directed by the Union with 
the natural result that to a considerable 
degree the employes and sometimes the 
managers as well have been partisans. 

The inspection offices disburse annually 
upwards of $1,000,000 of company money, 
and in too many instances extravagance 
has prevailed, part time men drawing full 
time pay, nepotism practiced and favorit- 
ism shown—in short, money wasted upon 
inefficacious management. 

This bad situation was possible under 
the old system of state committees and a 
lack of general and proper supervision. It 
is expected that through the control of all 
inspection offices by the subscribers 
actuarial committee the rank abuses here- 
tofore prevailing will be corrected an 
that economy of management will be 
coupled with efficiency and that fair deal- 
ing will be experienced by. companies, 
agents and the public. 


Agency Qualifications 


Of late a great deal of prominence has 
been given by company managers, insur- 
ance department officials, editors of in- 
surance papers, and by associations of 
local agents to the question of agency 
qualifications. While it does not seem 
likely that these varied interests will 
agree upon a standard, it should be the 
duty of each company official to emphatic- 
ally impress upon those charged with thr 
selection of agents the necessity for wise 
discrimination. A great deal of the 
criticism which has been bestowed upon 
cur business can be laid at the door of in- 
ferior agency representation. 

An appointment to the agency of a com- 
pany carries with it not alone responsibil- 
ity to the corporation but to the public as 
well. In his dual relations to the assured 
and the insurer, the local agent occuni 
a most distinctive and difficult position 
and his attitude towards .us multiple ob- 
ligations and the ability and integrity with 
which he fulfills them, has no mean influ- 
ence upon our loss ratios and the average 
rate of premium. I believe the perpetuity 
of the fire insurance business by private 
corporations depends to a greater degree 
upon the quality of our agency representa- 
tion than most of us now realize. Ef- 
ficiency has now become the watchword 
flung out from all the towers of industry. 
Let us heed the cry and require efficiency 
and fidelity as a requisite for agency serv- 
ice. By doing this we shall dignify our 
profession and enhance the value of our 
relations to the public. 


Rate Reductions 


While unquestionably improvement in 
the physical hazard of any class of risks, 
or in the case of any individual risk, calls 
for favorable treatment at the hands of 
rating bureaus, there is, without doubt, 
a tendency to overdo the matter, and 
wholesale rate reductions are made with- 
out apparently considering the fact that 
the not altogether reliable experience of 
a few companies over a not very long pe- 
riod hardly justifies any radical change in 
premium rates. We should urge conserva- 
tism on the part of such committees as are 
empowered with the investigation of rates, 
for the revision of rates downward is a 
“Humpty-Dumpty” proposition. 

In this connection, I can only repeat 
what has recently been brought to the at- 
tention of managing underwriters, to wit: 
The desirability, and I might say, the 
necessity of impressing upon field men c 
the companies the fact that they should 
not independently take upon themselves 
negotiations with insurance commission- 
ers, or, as in a case which recently came 
under my notice, prevail upon the state 
rating bureau to inaugurate changes which 
to date, in a comparatively small terri- 
tory, have cost the companies a large sum 
of money and all because one field man 
was fearful of losing a small volume oj 
premiums. It should be impossible for 
such gross mishandling of our affairs 
to occur, 


Delightful Place to Meet 


If anyone is disappointed over the 
fact that it was impossible for the 
Western Insurance Bureau to secure 
accommodations at Pittsfield, Mass., the 
dissatisfaction has yet to be expressed. 
Briercliff Lodge offers all that could be 
asked. Overlooking the Hudson about 
one hour’s ride frim New York, it is an 
ideal meeting place. Nearby is one of 
the best golf courses outside of New 
York City. Many of the members ar- 
rived early and spent Sunday and Mon- 
day at the links. Tuesday morning was 
given over to golf, but the game was 
not allowed to interfere with the busi- 
ness sessions. 








Chairman Chas. E. Sheldon called the 





first session to order Tuesday after- 
noon. It was devoted largely to routine 
affairs. Treasurer C. Le Roy Hecox 
read his report, which showed a com- 
fortable balance on hand. His report 
was referred to the finance committee, 
of which Benj. Auerbach was chairman. 
Some minor changes in the conduct of 
the affairs of the Chicago office were 
suggested and approved. 


Committee on President’s Address 


At the suggestion of E. G. Halle, A. D. 
Baker, Neal Bassett and W. H. Stevens 
were appointed a committee to report on 
the chairman’s address. The conference 
committee report was read by Walter 
Williams, of the Security of New Haven. 
The report had been read at the Union 
meeting and was unanimously approved 
at today’s Bureau meeting. Mr. Williams 
pointed out that the conference committee, 
now four years old, had proven its prac- 
ticability and should receive the support 
of all Bureau companies, 


Subscribers Actuarial Report 


E. G. Halle submitted the report of 
the subscribers actuarial committee. Be- 
cause of its great length it was discussed 
in executive session. The committee was 
formed for the purpose of securing greater 
economy and more efficiency in the state 
rating bureaus. 

The report on the Central Actuarial 
Bureau, read by A. D. Baker, had been 
read at the Union meeting and was simply 
presented for approval. 

Gustav Wollaeger, president of the Con- 
cordia, submitted both the report of the 
uniform forms committee and the report 
on the Uniform Printing & Supply Com- 
pany. He reviewed the work done in the 
states in which uniform forms have 
already gone into effect and stated that 
Iowa and South Dakota would be supplied 
next. Objection was made to the situation 
in Indiana, where it is reported that some 
companies have not insisted upon the 
uniform forms being used. This will be 
taken up with both Bureau and Union 
agents and the new forms insisted upon. 


Committee on Publicity and Education 


C. Le Roy MHecox, chairman of the 
publicity and education committee, told 
of the work done by that body in the 
distribution of pamphlets and the like. 
An executive session closed the day. 

. G. Shannon, Ohio state agent of 
the American of Newark, was the only 
field man at the meeting. Agents for his 
company in Ohio and Kentucky report 
direct to the home office under the super- 
vision of President Hoadley. Mr. Hoadley 
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was unable to be present, so Mr. Shannon 
was on the job as a home office repre- 
sentative. 


Legislation Put Through 


On Wednesday the legislation passed at 
the Union meeting was approved with a 
few minor exceptions by the Bureau. Such 
important matters as the reinsurance of 
nonaffiliated companies, the separation of 
Union and Bureau agencies, and other 
topics of equal moment were not acted 
upon at this meeting. However, a mass 
of detail was disposed of and while prac- 
tically nothing came up under the head of 
new business, members went away ex- 
pressing satisfaction at the results accom- 
plished. That the Union rulings were ap- 
proved practically without change was 
pleasing to those who had anticipated 
some friction. Philadelphia was selected 
as the next meeting place, the time being 
Wednesday and Thursday of the second 
week in May. 

No action was taken upon Chairman 
Sheldon’s address. The committee ap- 
pointed in this matter presented a resolu- 
tion commending the recommendations 
contained in the address and refering the 
address and its disposition to the execu- 
tive committee for action. 


Cooperation Is Keynote 


If any one thing stood out as prominent 
at this meeting, it was the plea made first 
by Chairman Sheldon and later dwelt upon 
by several others for a more complete and 
greater cooperation. The need of the or- 
ganization’s becoming a more cohesive 
body was emphasized more than once. 
This is not indicative of any existing dis- 
sension. However, the perplexing prob- 
lems that have arisen during the past year 
have only served to accentuate the neces- 
sity of complete cooperation and a willing- 
ness On the part of each company to do 
its share. To attend the meeting this 
year was to be impressed with Charles E. 
Sheldon’s ability as a presiding officer. 
Thoroughly broad guaged, resourceful and 
conservative, his very presence seemed to 
have a stabilizing influence on affairs. He 
was in every way equal to his task and 
at all times had things well in hand. No 
unnecessary discussion was permitted, and 
as a result, the sessions were the most 
businesslike in recent years. 


E. J. Hollister Speaks 


By Wednesday morning the attendance 
had swelled to thirty-five, representing 
forty-eight companies. E. J. Hollister of 
the New York office of Bradstreet’s, al- 
though not on the program, gave a short 
talk at the opening of Wednesday’s ses-® 
sion. Mr. Hollister is generally conceded 
to be the man who, by his personal efforts, 
has secured proper recognition for fire in- 
surance companies from the‘ mercantile 
agencies. He has greatly broadened the 
scope of the work and is a familiar figure 
to fire underwriters all over the country. 
He spoke of “The Work of a Mercantile 
Agency and Its Relation to the Fire In- 
surance Business.” He pointed out that 
in many cases where the service was be- 
ing paid for by the company, field men 
and adjusters did not avail themselves 
fully of its benefits. 


Uniform Blank Adopted 


An executive session occupied the rest 
of the day. A uniform blank for use in 
the reporting of premiums to companies 
which are members of the subscribers 
actuarial committee was adopted. Hereto- 
fore each state has had a form of its 
own, issued by the inspection bureau and 
the need of a uniform blank has been felt 
for some time. 

An interesting phase of this year’s meet- 
ing was the fact that the business ses- 
sions were held in a small building at the 
rear of the hotel, used during the regular 
season as a children’s playhouse. The 
chairs the members were forced to use 
were of a size suitable for children only, 
and loud complaints were heard from Fred 
M. Gund, C. Le Roy Hecox and others boast- 
an equal avoirdupois. It was pointed out 
that to them the chairs were merely foot- 
stools. As a result, on Wednesday for 
those who cared to use them other chairs 
were brought in from the hotel. 


Got Down to Business 


While the entertainment features at this 
year’s meeting were as numerous as at 
former gatherings, they did not in any 
way delay or interfere with the business 
Meetings. Golf was indulged in by many. 
On Tuesday evening there was a concert 
by the hotel orchestra in the lobby. As 
one member expressed it, “This hotel is 
the only thing in the vicinity and they 
have got to stay here and tend to busi- 
ness for the simple reason that there is 
nothing else to do.” 

Regular meetings of the Western Im- 
Proved Risk Association, the Western In- 
terinsurance Bureau and the Western 
Sprinkled Risk Association, all adjuncts 
of the Western Insurance Bureau, were 
held at the close of the regular session. 

—_——__- <> om 


MARQUETTE NATIONAL IN NEW YORK 


New York, Oct. 18—(Special)—The Mar- 
guette National F'ire of Chicago has _ been 
licensed in New York and appointed F. H 

oss & Sons as its metropolitan agent. No 
Other city in New York state will be en- 
tered for the present. This appointment 
Was arranged by Henry J. Woessner, the 
Company’s manager, who made the ar- 
Tangements previous to attending the 
Meeting of the Western Insurance Bureau. 

—___—»~eom 
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FEDERATION ACTIVITIES 
EXECUTIVE COMMITTEE MEETS 


Additional Help in Field Provided— 
Legislative Prospects for Coming 
Winter Are Discussed 


At the meeting of the executive com- 
mittee of the National Council of In- 
surance Federations, held in Chicago 
last Friday, Max B. McKee was elected 
assistant secretary of the National 
Council, and it was decided to have two 
field secretaries. One of these will 
probably be Harry Curran Wilbur, who 
has been doing some great work in 
North Dakota. 

The executive committee also decided 
to organize a central publicity office in 
connection with the office of the secre- 
tary. This will be in charge of John 
T. Hutchinson. The purpose of this 
bureau is to receive and pass upon all 
literature proposed to be sent out by 
the state federations, and if it is of a 
character that would be useful in other 
states, to forward copies to other feder- 
ations for their use. 

The committee gave considerable 
time to discussion of legislative pros- 
pects, as they relate to state insurance 
of workmen’s compensation and com- 
pulsory health insurance. Present at 
the meeting were the following: 

Fred L. Gray of Minneapolis, president; 
W. G. Wilson of Cleveland, vice-president; 
Mark TT. McKee of Detroit, secretary; 
George D. Webb of Chicago, chairman of 
the executive committee; W. S. Diggs of 
Pittsburgh, former president, and James 


M. Henry of Pittsburgh, a member of the 
committee. 

Max B. McKee is a brother of Secretary 
Mark T. McKee, and has already done a 
great deal of federation work in different 
parts of the country. Mr. Hutchinson was 
formerly a newspaper man, has been con- 
nected with Mr. McKee’s office and is 
thoroughly familiar with federation mat- 
ters. He also has done considerable work 
as field secretary. 


PROGRAM OF INDIANA RALLY 


Annual Meeting Will Be Held in In- 
dianapolis—McKee to Give 
Main Address 


The Indiana Insurance Federation 
will meet at the Claypool hotel, Indian- 
apolis, Oct. 26. The program is: 
Meeting called to order. 

Reading of the minutes. 

Address by the president. 

Report of secretary. 

Report of treasurer. 

Appointment of nominations committee. 
Address by H. L. Arnold, superintendent 
Indiana insurance department. 

Report -of nominating committee and 
election of officers. 

Address by Mark T. McKee, secretary 
National Council of Insurance Federations. 

Miscellaneous business. 


DECATUR, IND., MEETING 


At the annual meeting of the Decatur 
division of the Insurance Federation of 
Indiana, Mahicolm F. Howard was elected 
chairman. Mr. Howard is the son of the 
late A. L. Howard, who was formerly 
division chairman. Delegates to attend 
the state meeting at Indianapolis Oct. 26 
were selected. Reports showed the feder- 
ation in Decatur county to be in splendid 
condition. i 

* * 


Ghio—The organizers for the Ohio fed- 
eration are going right along with their 
missionary work in Ohio. 

At Newark, Licking county, an organi- 
zation has been perfected, with F. M. B. 
Windle as chairman and W. V. Jordan as 


secretary. The other members of the 
executive committee are W. D. Gilbert, 
George Hagnen and N. J. Reese. 

At New Lexington, Perry county, the 


organization has Charles C. Chappelear 


as chairman and E. M. Braddock as secre- 
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tary. Other members of the county execu- 
tive committee are George Farquer, Em- 
met E. Brannon, Crooksville, and R. A 
Fountain, Somerset. 

At Sandusky, Erie county, C. A. Muller 
is chairman and George J. Doersbach sec- 
retary. At a meeting soon to be called 
by the secretary the remainder of the 
Erie county executive committee will be 
chosen. 

* * * 

Oklahoma—T. E. Braniff, president of 
the Insurance Federation of Oklahoma, 
having returned from the‘east, will at 
once interest himself in furthering the 
federation movement. It is expected that 
Mark T. McKee will visit Oklahoma in 
November and make a number of speeches. 
Some very important issues will come be- 
fore the 1917 legislature and it is with- 
out a doubt that the state insurance prob- 
lem will be one of importance. 


——_—_—___~=-6- 4 -—____ ____ 
John W. Shannon Is Married 


John W. Shannon, local agent at 
Eaton, Ohio, and the son of W. G. 
Shannon, Ohio state agent of the Amer- 
ican of Newark, was married Thursday 
of last week to Miss Cartwell Huston 
of Kentucky. 


+e 
CHANGES IN HALL AGENCY 


New York, Oct. 18—(Special)—With the 
transfer of the affairs of the firm of Frank 
B. Hall & Co. to the incorporated agency 
of Frank B. Hall & Co. some readjust- 
ments in the active management have 
taken place. C. P. Stewart has acquired 
a controling interest in the stock of the 
corporation and because of the fact that 


he is the youngest and more active man | 


has decided to take the presidency and 
management of the company. Frank B. 
Hall becomes chairman of the board of 
directors. A. F, Schmidt, the other mem- 
ber of the old firm, becomes secretary and 
treasurer. 








News of the Mutuals 














The Kentucky Mutual & Cooperative 
Fire Insurance Association convenes in 
Lexington on Thursday, Oct. 19, for its 
tenth annual meeting. 

* 


The Wisconsin Furniture Dealers’ As- 
sociation is considering the establishment 
of a mutual fire company for members. 


The annual convention of the Mutual 
Insurance Associations of Kansas will be | 
held in Wellington, Kan., Nov. 22-23. A. 
J. Shaw of McPherson, secretary of the 
state association, has made arrangements 
for the meeting, which will bring together 
insurance men from all parts of the state. 





It is estimated that there will be at least 
100 delegates in attendance. A banquet 
will be one feature of the meeting. H. F. 
Harbaugh, president of the Southern Kan- 
sas Mutual, will act as host at the occa- 
sion. 

co ~ « 

The Allen County Farmers Mutual of 
Ft. Wayne, Ind., with 4,000 policyholders, 
is dividing its business, putting all rodded 
property in a separate class. It had sixty- 
two lightning and forty-one fire losses 
during the past year. 


a 
SUBURBAN EXCHANGE MEETING 


New York, Oct. 18—(Special)—The 
quarterly meeting of the Suburban Fire 
Insurance Exchange was held here 
Wednesday. Alfred G. Martin, agency su- 
perintendent of the Northern Assurance, 
was elected president, succeeding the late 
Daniel Prentice, and . D. Layton, as- 
sistant secretary of the National of Hart- 
ford, was chosen vice-president, succeed- 
ing Mr. Martin. 





SNAP SHOTS 
The editor-in-chief will be found in the 


.counting room. 


Genuine news finds ready acceptance. 

An “obituary write-up” and a railroad 
map leave out the “curves.” 

Absolute cessation of effort is tiresome. 

All boats leak a little. 

“Canned” surprises are quite common. 

“That’s news to me,” calls for a “grain 
of salt.” 
A scandal travels faster than an en- 
comium. 
The 
sales,” 
neck.” 
A good resolution often is a season 
product. 

When a fellow starts the 
way seems to be greased. 

A “saving faith’? must be made to order. 

The “very latest” should be handled 
with care. 

The best known letter of recommenda- 
tion is an open face. 


<8 4e——__———— 

W. W. Johnson of the National Board 
of Fire Underwriters and corps of en- 
gineers began an inspection of Cleveland 
on Wednesday. The city council has 
authorized a bond issue of $200,000 for 
making improvements and extensions in 
the fire department. 


“movies” and 
as attractions 


“bargain counter 
are “neck and 


“down hill” 





SPECIAL AGENT RECORD 
Convenient—C omplete—Efficient 
PARSONS’ POCKET LOOSE-LEAF 
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INCORPORATED 1849 


: RINGEIELD ERst INS.G 


‘WESTERN DEPT. CHICAGO. A.E DEAN MCR. 


Large capital and ample surplus. 
Successful record of nearly seventy years. 
Broad and progressive policy. 
Liberal individual lines. 
Caretully guarded liability in conflagration 


OFFERS Fire, Lightning, Hail, Tornado, and Sprinkler Leakage 
Insurance as safe as that of any company 
in the world. 


THE SPRINGFIELD enjoys the confidence and loyal cooper- 
ation of thousands of local agents who know its character and 
appreciate its unique attitude in refusing to compete with its own 
agents thru Underwriters’ Agencies. 


SPRINGFIELD, MASS. 
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AS VIEWED FROM CHICAGO 


STREET RECHOSEN CHAIRMAN 


Charles R. Street, western secretary 
of the Fidelity-Phenix, was reelected 
chairman of the governing committee 
of the Western Union at its meeting 
Tuesday. George H. Batchelder, joint 
western manager of the Pennsylvania 
Fire, was elected vice-president. 


TO HOLD EXAMINATION 


The Illinois state civil service com- 
mission announces that it will hold an 
examination for insurance auditor in 
the state insurance department, Nov. 
4. Applications must be on file at the 
office of the commission in Springfield 
not later than Oct. 28. The salary 
starts at $125 a month, with possible 
increase to $175. Duties involve veri- 
fication of accounts and records of 
money collected by the insurance su- 
perintendent and direct work in con- 
nection with agency licenses. Appli- 
cants are required to have training 
equivalent to high school education, 
also knowledge of bookkeeping, recip- 
rocal and retaliatory insurance laws, 
proofreading, good penmanship and 
modern office methods. The commis- 
sions will hold examinations at Anna, 
Carbondale, Charleston, Chicago, De- 
Kalb, East Moline, East St. Louis, El- 
gin, Jacksonville, Kankakee, Lincoln, 
Macomb, Mt. Vernon, Normal, Olney, 
Peoria, Pontiac, Rockford, Springfield 
and Urbana. 


s @ 
NEW JOKER APPEARS 


Underwriters now have a new joker 
to abjure. It is found in the items 
covering stock in several buildings 
bianket. The item reads: “$ on 
stock, etc., except that specifically in- 
sured.” 

That exception looks harmless but it 
has teeth that may chew off huge 
hunks of rate. For instance, take a 
manufacturing plant on which an av- 
erage rate has been promulgated; put 
$10,000 in front of the general form 
stock item, enough to cover all the 
stock located in the hazardous sections 
of the manufacturing portion of the 
risk and'in the frame sheds; then insure 
specifically all the stock in the fire- 
proof warehouse. Result: Insured 


WANTED—Position as manager of 
insurance department. Ten years ex- 
perience. Thoroughly familiar with 
surety and all branches of insurance 


business. A-1 references. Address 
18-A, care The Western Underwriter. 


WANTED—Experienced farm 
daily report examiner in a Chi- 
cago general office. Write giving 
full particulars. Address 17-Z, 


care The Western Underwriter. 
SITUATION WANTED — by young 


married man with experience as field 
man in the Northwest states for a fire 
or hail insurance company. A-I refer- 
ences g:ven. Address 13-W, care The 
Western Underwriter. 


ADDING MACHINES 


Bought—Sold—Rebuilt 
We buy fire salvage for cash or rebuild for assured or 
‘Company. Wire full particulars our expense or write, 
Our appraisal prop will interest you. 


DONALD C. PRICE CO. 





























*A strong, modern Company 





CLEVELAND NATIONAL 
FIRE INSURANCE COMPANY 


J. H. MACFARLANE, MANAGING UNDERWRITER 


Hyman D. Davis, Pres. 


O. T. Brown, SEC’y 


CASH CAPITAL $700,000.00 


ASSETS 
$1,110,578.29 


SURPLUS TO 
POLICY HOLDERS 
$966,423.26 


CLEVELAND, OHIO 


that believes in and upholds the American Agency System 











gets his stock that would carry a high 
rate, if written specifically, insured at 
the lower average rate and his stock 
that should go in at the average rate 
is insured at a lower figure. 

Not strange to relate this new joker 
appears to have been burbanked in the 
larger city brokerage offices. 

It is something that may possibly 
violate the antidiscrimination statutes 
of several states. 


BLUE GOOSE BULLETIN COMMITTEE 


Most Loyal Grand 'Gander E. G. Car- 
lisle of the Blue Goose has appointed 
as bulletin committee for the year C. 
M. Cartwright, THE WeEsTERN UNDER- 
writer, chairman; C. I. Hitchcock, “In- 
surance Field”: Irving Williams, 
“Rough Notes,” "and Cyrus K. Drew 
of the “Insurance Report.” 


CHICAGO AND SUBURBAN 


LUNCH AT UNION LEAGUE CLUB 


Officers of the. Illinois pond of the 
Blue Goose lunched together Monday 
and definitely settled upon Monday, 
Oct. 30, as the day for the luncheon 
in honor of E. G. Carlisle, who was 
elected most loyal grand gander of the 
order at the recent grand nest meeting. 
The function will be held at the Union 
League Club, Chicago. In the past 
practically all luncheons and dinners of 
the Illinois pond have been held at 
hotels. 

Saturday evening, Dec. 23, has been 
settled upon for the date of the annual 
Christmas party. A committee to as- 
sist in the arrangement of this func- 
tion will be appointed. 

The annual downstate dinner will 
not be held in December as the IIlinois 
State Board is planning to hold its semi- 
annual meeting in January instead of 
at the usual time. The purpose is to 
let the field men have all of their 
time for the collection of balances dur- 
ing December. 














e 
REPORT ON ELEVATOR LOSS 


The fire in the Northwestern Malt & 
Grain Company at Cortland street and 
the junction of the St. Paul and North- 
western railways has created much in- 
terest. The National Inspection Com- 
pany of Chicago has gotten out a re- 
port on the fire, which occurred Oct. 7. 
This elevator is fireproof. The fire 
broke out about 3 o’clock a. m. on the 
bin floor of the elevator, followed soon 
by an explosion. It is supposed to 
have been caused by an explosion or 
short circuiting of a neglected motor, 
on which two men were working mak- 
ing some repairs. 

The elevator is a steel frame con- 
struction on the working floor, with 
steel protected by concrete and walls 
of tile or cement inside and outside on 
furrowed steel. The fire and explo- 





186 N. La Salle St. Chicago 


sion blew out practically the whole 





The Reisch Indemnity Company 


(A PARTNERSHIP) 


OF SPRINGFIELD, ILLINOIS 
Resources Exceed $4,000,000 
Chicago Office, 1560-1564 Insurance Exchange 





Dram-Shop Indemnity 


NORD-DEUTSCHE 


INSURANCE COMPANY 


Established 1857 Hamburg, Germany 


UNITED STATES BRANCH: 123 William St., New York 
J.H. LENEHAN, United States Manager 


Assets $2,063,314.66 Surplus $1,140,616.12 Liabilities $922,698.54 


Surplus enhanced by amount of Special Deposit ‘= = $500,000 

The above funds are held exclusively for 

the protection of American policyholders 

GEO.A.MOWRY W.A.GORDON WM. WALSH 
President Secretary Ass’t Secretary 








Twin City Fire Insurance Company 
MINNEAPOLIS 


Capital $500,000 


° r Companies, Agents, Brokers and the business public. Underwrites “on the ground” 
n S p ection S ro ambitious officers of companies who desire to get generous shares of lines on worthy, 
writable and meritorious offerings. Guarding the interests of small and medium sized 
companies which are being deluged with the “skimmed milk”’ arbitrarily poured upon 

them by those who think that ALL companies are ‘volume one. 
Come here for judgment as to imminent or remote igmtibility. I can — Dixit et Fecit — 
and will give it to those who desire to become a 














otent force in this busi- 


ness fitly survive—my phone is beside you is your Tusculum. t. Ww. P I ERCE 
Telephone Wabash 3033 ‘Independent Inspector and Fire 
1568 Insurance Exchange - - Chicago ention Counselor 














FIRE AND MARINE 
INSURANCE—ALL LINES 





The Automobile Insurance 
Company of Hartford, Conn. 


MORGAN G. BULKELEY, President 





Statement January 1, 1916 


Cash Capital . - - - $1,000,000.00 
Assets - - : : 2,377,857.39 
Liabilities (Except Capital) : - 467,413.45 
Surplus to Policyholders “ - 1,910,443.94 





AFFILIATED WITH 


AETNA LIFE INSURANCE COMPANY 
THE /ETNA ACCIDENT AND LIABILITY CO. 
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west side of the texas and some parts 
of the north and east side. Part fell 
on the roof of the office, shipping room 
and car shed, breaking large holes in 
the roof, which allowed the water to 
do heavy damage to malt in bags await- 
ing shipment. The fire devoured 
everything of a combustible nature in 
the house except the bags in the base- 
ment. The interior of the house re- 
sembled ¥a smokehouse, showing that 
the heat must have been intense. 

The National Inspection Company 
draws the lesson that the fire proves 
conclusively that a bad loss is easily 
possible in fireproof houses which are 
not kept clean, particularly if there are 
combustible contents in the form of 
equipment. Insurance men who have 
kept in close touch with this elevator 
feel that it has not been kept clean 
and the dust explosion caused consid- 
erable of the loss. 

a 2 s 
RATES ARE REDUCED 


The Chicago Board has made a reduc- 
tion of the basis rates on several classes 
of protected business. Heretofore certain 
reductions have been made on sprinklered 
business, but the most recent action affects 
all properties not included in the list be- 
fore. The present reduction will range 
from the minimum of 10 percent to a 
maximum of 20 patcune of the old rate. 

* 


SILVERMAN LOSS SETTLED 


The loss on S. Silverman & Sons, wool 
workers in Chicago, has been settled. The 
companies pay $343,967, which is 12.5 per- 
cent of the insurance involved. This was 
a sprinklered risk which caught fire from 
a lumber plant next door. The heat went 
through the windows, opening a number 
of sprinklers. There was considerable 
wool in cars which was burned. It took 
over two months to scour the wool. The 
insurance involved was $2,675,000 on stock 
and $130,000 on buildings. Of the insur- 
ance, $500,000 was in the Underwriters 
Exchange and a like amount in the mu- 
tuals. 

& 2 a 

Holger de Roode & Co. have been ap- 
pointed sole agents in Chicago for the 
California Fire, which is now resuming a 
direct business in the city. Since it closed 
its department in 1913 it has only been 
used as reinsurance in Illinois for the 
Commercial Union fleet. | 

& 


Jackson & Gould, formerly brokers with 
Affeld, Tonk Co. in Chicago have gone 
to Critchell, Miller, Whitney & Barbour. 


Henry W. Morrison, assistant western 
manager of the Hartford Fire, will be mar- 
ried Oct. 21 to Miss Nettie Ballou, who 
was formerly in the Hartford office. After 
a honeymoon in the south, Mr. and Mrs. 
Morrison will reside at Hinsdale, which 
has quite an insurance colony. 

e e 


J. E. Purnell, Jr., of the Purnell-Dudley 
Company of Chicago, general agents of 
the liability department of the Great 
Eastern Casualty, is spending a few days 
at the home office of the company in 
New York. 


e * # 
COOK COUNTY APPOINTMENTS 


Aetna—D. F. Hott, Chicago. 

Fid.-Phenix—H. M. Caswell, Englewood. 

Germania—L. P. Nissen, E. P. Lundstrom, 
W. J. Tonks, W._H. Carroll, S. Miller, Chicago; 
L. B. Schilling, Chicago Heights. 

Hartford—E. W. Newman, Chicago. 

Home—W. W. Paislev, Chicago. 

Lon. & Lanc.—S. S. Burke, South Chicago. 

Marq. Natl—F. S. Bates, E. W. Newman, 
Chicago. 

Metropolitan—William Flens, Chicago. 

Milw. Mech.—E. F. Gore, Chicago. 

N. W. Natl—V._G. Stauder, Chicago. 

Nord-Deutsche—F. S. Kahn, H. B. Watson 
J. L. Geary, J. F. Forbrich, Chicago; R. D 
Williams, Austin. 
<a Natl—W. P. Doud, J. S. Scott, Chi- 

Queen—T. Yarka, J. C. Noesen, F. C. Me- 
Dermott, Chicago. 

Royal Exch.—H. C. Deon, E. J. Meagher, 
Chicago, c 

ecurity, Ct.—R. H. Beesley, R. G. Kirmaier, 
C. E. Lind, Chicago. ‘ 

Automobile, Ct.—John Jaros, Berwyn. 

American—J. J. Connelly, Chicago. 

Boston—J. W. Kiser, Chicago. 

Continental—Peter Beyer and H. W. Boeger, 
Arlington Heights. 

Hibernia—L. F. Kaufholdt, Chicago. 

- & L. & G.—W. J. remer, Chicago. 

Milw. Mech.—H. B. Gibson, Chicago. 

Orient—Jeremiah Hopp, Chicago. 

Phoenix, Eng.—C. M 
W. F. Harder, Chicago. 

Royal—E. E. Vail, Chicago. 

St. Paul—M. Bremenderfer, O. H. Boenicke 


Healy, O. C. Gleich, 








P. W. CADMAN, Asst. Mgr. 


INSURANCE COMPANY, Limited 


Assets in United States $13,760,250.29 


Held for Exclusive Protection of United States Policyholders 


Investments in the highest grade of American Securities and held in trust for sole pro- 
tection of American Policy Holders by United States Insurance Departments and United 
States Trustees who “who have not the right or power to reduce the aggregate of the 
deposit so in trust with them, without the previous consent in each case of the Superin- 
tendent of the Insurance Department.” 


The Royal owns and occupies its own magnificent Office Build’.sgs in the Cities of 
New York, Philadelphia, Chicago and San Francisco. 


WESTERN DEPARTMENT ROYAL INSURANCE BUILDING, CHICAGO 


Not Here for a Day 
But for All Time 





(Quotation from Deed of Trust) 





GEORGE W. LAW, Manager L. C. STARK, Loss Supt. 














George Dabelstine, Grant Early, F. P. Jacobitz, 
Winfield Schendorf, Chicago. ‘ : 
Mercantile—R. H. Beesley, R. G. Kirmaier, 
Chicago. 
————_—»t@ 


To Be Printed in Pamphlet Form 


A report of the committee on return 
commissions of the National Life Un- 
derwriters Association, which was pre- 
sented to the National convention at 
Boston, will be printed in pamphlet 





the association. The report outlined 
carefully the procedure to be followed 
by agents in the case of failure or re- 
insurance of companies in order to 
simplify, as far as possible, the settle- 
ment of agents’ accounts and to handle 
properly the question of so-called un- 
earned commissions. It is being printed 
in pamphlet form so that it can be 
easily filed for future reference by each 
agent. 
—_—_— 2+ oo 


Enters His New Field 


Frank E. Woods, formerly Ohio spe- 
cial agent of the Sun of England, has 
now moved to Omaha, where he will 
take charge of Iowa, Nebraska and 
South Dakota for the Sun. Mr. Woods 
has had a good training in Ohio and 
West Virginia. 


——————@r»2e-—__—_—_ 
Danville, Ill., Is Inspected 


The Illinois Fire Prevention Asso- 
ciation inspected Danville Tuesday and 
Wednesday of this week. The Cham- 
ber of Commerce arranged for the in- 
spection. State Fire Marshal W. H. 
Bennett and Deputy W. S. Hoopes ad- 
dressed the school children. Mr. Ben- 
nett gave a talk before the Chamber 
of Commerce, illustrating his points 
with a stereopticon. 

—_—_———3 too 


SPRINKLERS FOR LARGE BUILDINGS 


As a result of the burning of the Chris- 
tian Brothers’ College building in St. 
Louis, a movement has been started there 
to have automatic sprinklers installed in 
all large buildings. C. E. Swingley, di- 
rector of public safety, has drawn at- 
tention to the fact that there is no city 
ordinance requiring an old building to put 
in this preventive equipment, and, conse- 
quently, no public official is invested with 
authority with regard to old buildings. 

—_—_—_—_———_< 9a —____—_ 

Iowa insurance taxes exceed the cost of 
running the insurance department by more 
than $500,000 a year, according to a report 
of Commissioner English. In the past two 
years the department collected $1,210,115 
,| and expended $64,540. 
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Minnesota and Iowa. 


Address, 19-B, care The Western Underwriter. 


EPRESENTATIVE for southern 


Must be a business- 








CHARTERED A. D. 1794 


“Insurance CovPpanty 
308-310 WALNUT ST., PHILADELPHIA, PA. 
GUSTAVUS REMAK, Jr., Pres. 


WAITE BLIVEN, Vice-Pres. 
H. W. STEPHENSON, Vice-Pres. 


JOHN J. P. RODGERS, Sec’y and Treas 
SAM’L P. RODGERS, Asst. Sec’y. 





CASH CAPITAL $1,000,000 
TOTAL ASSETS, SURPLUS TO POLICYHOLDERS 
$4,012,344,68 $1,426,420.70 
FIRE—TORNADO—AUTOMOBILE—LIGHTNING—RENT—RENTAL WALUE—PERPETUAL INSURANCE 
AGENTS WANTED WHERE NOT REPRESENTED 


National Inspection Co. Reports 


-AN INVALUABLE AID 
AN EVER READY REFERENCE 


J. G. HUBBELL, Mgr. 108 So. La Salle St., CHICAGO 


C. A. PALMER, President C. O. DAVIS, Vice-Pres. W. A. ELDRIDGE, Secy. 
S. D. ANDRUS, V.-Pres. & Man’g Undwriter F. H. ALDRICH, Counsel H.R. VERNOR, Asst. Secy. 
L. K. HENNES, Treasurer 


THE INTER-STATE FIRE INSURANCE CO. 


OF DETROIT, MICHIGAN (Organized 1913) 
Capital fully paid $233,700.00 Assets $471,503.00 
Surplus to policy holders $342,433.00 
406-412 DIME BANK BUILDING 


63rd ANNUAL STATEMENT 














Capital - = = © *# © = § 600,000.00 
Assets (to protect policyholders) - - 4,680,815.93 
Net Surplus to policyholders - - - 3,632,375.86 
of WatartowcT.¥: Net surplus to stockholders - - - 1,833,375.86 


STUART MORGAN, State Agent, Michigan, East Lansing 
CASHMAN & EVANS, Gen’l Agents, Colorado, Denver 
N. T. JULIAN, State Agent, Ohio and West Va., Columbus 
F. G. HERMAN, State Agent, Indiana and —— Indianapolis, Ind. 
P. P. WIPPELL, State Agent, Illinois and Wisconsin, P. O. Box 225, Chicago 
H.F. WATERMAN, State Agent, Missouri, Kansas and Oklahoma, Kansas City, Mo. 
E. S. FREEMAN, State Agent, Iowa, Nebraska and Minnesota, Omaha, Nebraska 








COMMERCIAL NATIONAL 
FIRE INSURANCE Co. 


OF CHICAGO, ILL. 
10 SOUTH LASALLE ST. 
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Specializing in High Grade Surplus Linés 
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President John H. Kenney and Secre- 
tary Benjamin Richards of Insur- 
ance Institute Make Addresses 





F. B. Ayer, the new president of the 
Insurance Society of Cleveland, pre- 
sided at the first fall meeting on Mon- 
day night. John H. Kenney, president 
of the Insurance Institute of America, 
which is holding its annual meeting in 
Cleveland, and Benjamin Richards, 
secretary-treasurer of the institute, were 
present and addressed the members. 
Every office, said Mr. Kenney, needs 
men who can go to big corporations 
and tell them all they want to know 
about their insurance needs. The offices 
have been the old training schools, but 
now the office practice may be supple- 
mented by the work of the insurance 
society and the institute in such a way 
as to render much practical educational 
service. Mr. Richards said that plans 
are being worked out to bring the va- 
rious societies into closer touch. Alfred 
C. Rommel, president of the Philadel- 
phia society, who is a delegate to the 
institute meeting, was also present and 
gave a short talk. The Philadelphia 
society is the only one that owns its 
own building, and besides it has a hand- 
some surplus. 

The members of the Cleveland so- 
ciety who completed the course of study 
last year were L. B. Warren, Clarence 
M. Johnson, Herbert C. Beecher, and 
Melvin Elbers. President Ayer an- 
nounced the standing committees for 
the coming year. 





NEW MEETING STARTS WELL 





Cincinnati Insurance Society Hears 
From Prof. F. E. Hicks and 
Attorney Louis Kohl 





The first regular meeting of the In- 
surance Society of Cincinnati demon- 
strated fully the possibilities for such 
a society in the Queen City. Over 100 
members have already been enrolled 
and some 75 of them, including quite a 
number of ladies, attended the first 
meeting, held Monday evening. Prof. 
F. E. Hicks, dean of the College of 
Commerce of the University of Cin- 
cinnati, and Louis Kohl, prominent in- 


surance attorney of Cincinnati, were 
the principal speakers. Martin Vold 
had the topic “Current Events,” which 


will be a feature of each month’s pro- 
gram. 

As the purpose of the Insurance Society 
is education along practical business lines, 
the selection of Professor Hicks as the 
first speaker was a very happy one. At 








ONE of the best Casualty 
Companies in the United 
States, specializing automo- 
bile insurance, proposes entering 
Ohio. Direct reporting agencies 
are desired in the following 
cities: Cincinnati, Dayton, Co- 
lumbus, Cleveland, Toledo. 


Address 14-X, 
care The Western Underwriter 














F.C. VAN DUSEN, Prest. 





Minneapolis Fire and Marine 
Insurance Company 


CONDITION DEC. 31, 1916 


WRITE US ABOUT AGENCY FOR YOUR TOWN 
We desire agents in all good towns where we are not now represented. 
JOHN D. McMILLAN, Vice-Prest. 


ALFRED STINSON, Sec’y 


CASH 
CAPITAL 





NET 
SURPLUS 























F. H. HAWLEY, President 


Organized 1848 


Windstorm and Auto- 
mobile Insurance 


Net Surplus - 





Fire, Lightning, Tornado 


$1,376,041.16 


Ohio Farmers Insurance Company 





No Annexes. 


F Insurance Exchange, Chicago, III. 


W. E. HAINES, Secretary 


LE ROY, OHIO 


No overhead writing. 
An Agents’ Company 


Western Department 


Cc. L. HECOX, Manager 











the University of Cincinnati Professor 
Hicks has originated the idea of making 
the university the educational department 
of the various businesses of Cincinnati. 
All classes of the College of Commerce, 
of which he is dean, are held in the eve- 
ning and practically all of its students 
are employed during the daytime, their 
studies being along the lines of their 
regular work. In this way the theoretical 
and practical sides of the training go hand 
in hand. 

To no one, perhaps, is the need for 
education and training in the writing of 
fire insurance brought home more force- 
ful®y than to the insurance attorney. Mr. 
Kohl devotes practically all of his time 
to insurance work, and he was able to 
give practical examples of what careless-. 
ness and ignorance in the writing of 
policies results in. Insurance litigation, 
according to Mr. Kohl’s experience, is very 
largely due to errors and omissions in 
writing the policy which afe easily avoid- 
eae proper knowledge and careful 
wor 





TWO ARE ARRESTED 


Fred M. McClure, former circulation 
manager of the Cleveland ‘Plain Dealer,” 
and Attorney Samuel T. Haas were in- 
dicted last week in Geauga county, Ohio, 
on the charge of arson in connection with 
the burning of a house on a farm near 
Chardon some time ago. They were ar- 
rested shortly after McClure had made a 
disclosure concerning thefts of a number 
of automobiles in Cleveland and Toledo. 
McClure is now under indictment in To- 
ledo under the latter charge. Operations 
of an arson and theft gang have been 
uncovered recently in Cleveland. 





Ohio Agency Appointments 


Coml. Union, N. Y.—J. W. Fissell, Atwater. 

Commonwealth, N. Y.—H. R. Markel, Cincin- 
nati; S. Engelman, Cleveland. 

qe eS Hummel, Cincinnati; A. Treu- 
haft, Wickliffe; . Pennington, Cleveland; 35° os 
Garver, Lodi; . Strauss, Cincinnati. 

Continental—Le Fevre & McClure, Sebring. 

Fid.-Phenix, N. Y.—C. B. McConnell, Alli- 
ance; I. E. Hine, Mantua; A. N. Anderson, 


Tiltonville; J. F. Collins, Cleveland. 
Ger. Amer., N. Y.—Harter & Calmelat, Canton. 
Home—F. W. Biehl, Galion. 
Imperial, N M. Adams, Springfield. 


North Amer. —F, 1 v. Biehl, Galion; A. Haff- 
ner, ee. 

L. & L. & G.—V. Dolezal, Cleveland. 

Lumbermens—Annie Hirsch, Toledo. 

Marq. Natl—C. F. Haas, Cincinnati. 

og ee A. Keane, Steubenville. 

Mich. F. & M.—M. C. Willis, Cleveland; W. 
J. Knight, Urbana. 

Milw. Mech.—A. Bilinski and A. B. Soros, 
Cleveland; Hauser y" Eby, Urbana. 

Netherlands—W. H. Be sacs Canton. 

Northern, N. Y.—J. W. Smallwood and J. 
Thrasher, Cambridge; B J. 
dletown; . D. Giibert, Newark. 

Phoenix, Ct.—E. 


cago Junction. 
rittsburgh Annie Hirsch, Toledo. 
Pruss. Natl.—W. O. Gibson, Athen 
Westchester—C. D. Gull, 





Niederlauder, aia 


J. Gardner, Cincinnati; J. B. 
Downing & Son, Middleport; E. D. Russell, Chi- 


Elyria; ; MeCounell- 


GERMAN FIRE 
INSURANCEC OMPANY 


OF WHEELING, VA. 
Organized in 1867 


Cash Capital $200,000. Net Surplus $140,213.45 


WM. F. STIFEL, President 
F. RIESTER, Sceeretary 
S. W. RICE, Asst. Secy. and Supt. of Ageacies 


E, A. KEELER 
714 Hippodrome Bldg. Cleveland, Ohio 
Special Agent for Ohio, Indiana and Penna, 








TEUTONIA 


Fire Insurance Co. 
of Dayton, Ohio 


INCORPORATED 1865 


Cash Assets . . . . . © ~ ~ $1,035,389.00 
636,264.00 


Net Surplus over capital and all liabilities, 


J. LINXWEILER, JR., Pres. WM. F. KRAMER, Sec, 
EDWARD J. WEISS, Special Agent 


Cincinnati Underwriters 


121 East 3rd St., CINCINNATI, O. 


Eureka F. & M. Ins. Co. ay aes h ins. Co, 
Organized 1864 Organized 1881 





COMBINED STATEMENT 


Capital . . - oe $250,000.00 
Assets © e© ee e~ 819,501.41 
Surplus to Policy Holders  - 539,513.90 


nT 


F. A. ROTHIER, Prest. ADAM BENUS, Secy. 
F.C. BARTON, Asst. Secy. KR. B. HEATON, State Agt. 


INCORPORATED 1849 


WESTERN 


Insurance Company 
of Pittsburgh 


FIRE AND TORNADO 


DEC. 31, 1915 
Capital - - - - - - -$ 300,000.00 
Surplus to Policy Helders - 405,837.25 
Assets - = - = = = + 692,566.13 
Losses Paid to Date - + + 6,337,242.01 








lacorporated 1876 
THE 
Ohio Mutual Insurance 
COMPANY SALEM, OHIO 


JANUARY I, 1916 
Total Resources of the Company - $596,755.42 
Net Cash Surplus $187,135.64 
Present Rate of Dividend to Policy Holders, ee 


Atno time in the history of the Company has 
Petal et mayo Roy ey cg ogy 1 


J. R. VERNON, President J. AMBLER, Secretary 





Columbiana County 


Mutual Fire Ins. Co. 


Lisbon, O. 
1837 


Wn. M. Hostetter, Sec. and Treas. 


Ohio’s oldest company doing a genere/ 
business. 


Our contracts have been good for three 
fourths of a century and are still good. 





SURPLUS 
LINES anp 





Riedinger-Heacock Co., Alliance; C. A. Bingham, 


FLOATERS 





Insurance Exchange, 


Exceptional facilities for handling Surplus and difficult 
lines and unusual forms of insurance in best American 
and Foreign companies and at Lloyds, London. 
RE-INSURANCE CONTRACTS DRAWN AND PLACED. 
YOUR BUSINESS SOLICITED; PROMPT ATTENTION 


F. R. THOMPSON 
Chicago, Ill. 
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Comins: H. R. Tredway, Lyons; H. H. Tred- o 
Nee. Wash.—G. Hamilton, Wellsville; H. C. H. 8. BASSETT, Secly ee pee negne meme 


Smith, Toledo; C. A. Cox, Elyria; J. Babin and. 
L. Schochen, Cleveland. 

Queen—W. C. Kochheiser, Bellville; W. E. 
Weeton, Cleveland. 

Richmond—R. E. Summer, Canton. 

Royal—F. W. Biehl, Galion. 

Scott. Union—L. B. Darby, Montpelier; A. 
Trehauft, Wickliffe. 

Springfield—R. Downing, Middleport. 

vea—J. F. Deatrick Co., Defiance. 

Union, Eng.—C. A. Keane, Steubenville; L. 
Schochen, Cleveland. 

Aetna—J. H. Eldridge, Cleveland, to act as, 
of and for the firm of Johnson & Higgins. 

Agricultural—W. G. Rippey, Columbus; T. P. 
Carroll, Akron; T. A. Conway, Elyria; G. 
Oroszy, Lorain. 

Amer, Eagle—A, W. Tresise, Xenia. 

American—L, Zimmern, Dayton; C. F. Haas, 
Cincinnati. 

Hartford—J. E. Beaumont, Boest Ins. Agency, 
M. Freiberger, Cleveland; B. Downing 
& Son, Middleport; A. N. Anderson, Tiltonville. 

Arizona—W. Harrington, Caledonia. 

Atlas—Carolyn S. McCann, Cadiz. 





The Wikoff Insurance Agency, Columbus, 
Ohio, for many years in the Wyandotte 
— has moved to the Ruggery build- 











Michigan 




















Michigan Agency Appointments 


L. & L, & G., N. Y.—Row-Chafey-Ackerman 
Co., Lansing. 
L. & L. & G., Eng.—Romeo Ins. Agency, 
Romeo. 
oon & Lanc.—Griffin Brothers & Hatcher, 
oit. 
Michigan—F. G. Laph D it; 
McBrien, Detroit pham, etroit; Walter 
inneapolis F, M.—H. G. B , Sterling, 
Marq. National—Henry Mettetal, ‘ony ni des 
New Hampshire—L. B. James, Hillsdale; Geo. 
A. Curry, Ironwood. 
Niagara—J. B. Stockdale, Wayland; A. B. 
aoa, Ca <7 
orthern, N. Y.—M. M. Pettibone, Flint. 
Phoenix, Ct.—S. L. Bennett, ‘Alrna, ‘ai 
Prov., Wash.—J. A. Cain, Owosso. 
Royal Exch.—S. L. Bennett, Alma. 
Teutonia, Pa.—H. S. McCormick, Detroit. 
Western, Can.—S. L. Bennett, Alma; Mrs. 
Gale A. Black, Three Rivers; G. Curry, 
ae eal LB 
etna—S. L. Bennett, Alma; Briggs & Wag- 
pp Battle Creek; W.’S. Mitherdes, Central 
e. 
Amer. Eagle—C. L. Palmer, Eaton Rapids. 


eae ee D. — Detroit; J. A. 
obinson, apoleon; elton & Eckles, 
Huron; F. P. Bohn & Co., Newber oo 


ry. 
Columb. Natl—wW. J. Reynolds, Coystel Falls; 
*¢ Hee ig om ie tees 
oml. Union, Eng.—H. N. Purdy, i ille; 
W._H. Mitchell, Senvenee. abies a 
Dubuque—Carter Ins. Agency, Detroit. 
Equitable—H. C. Loeser & Son, Jackson. 
Fid.-Phenix—Gillam & Son, Lansing; Harry 
Purdy, Unionville. 
Ger. Amer.—Mrs. G. A. Black, Three Rivers. 
Germania—Powers & Powers, Springport. 
Glens Falls—Mrs. G. A. Black, Three Rivers; 
C. M. Tenny, Vicksburg. ‘ 
Granite State—R. A. Stonehouse, Grand 
Rapids. 
Home—S. L. Bennett, Alma. 
L. & L. & G—John Lillie, Coopersville. 


London—S. L. Bennett, Alma; Hermann Wein- 


— .4r- 
Lon. & Lane.—F. B. Hall & Co., Detroit. 
Minneapolis—W. E. Dyer, Port Huron. 
New Hamp.—John Hyslop, Snover. 
Niagara—Bauer, Joslin & Co., Hanover; S. L. 
Bennett, Alma; A. H. Steadman, Elsie; General 
Agency Co., Mt. Pleasant; W. H. Mitchell, Ne- 
gaunee; W. O. Miller & Son, Shepard. 
Nord-Deutsche—Charlevoix Abstract & Engi- 
neering Co., Charlevoix; Wayne County Ins. 
Agency, Detroit. 
N. W. Natl—W. H. Mitchell, 
Romeo. Ins. Agency, Romeo. 
Patriotic—F. W. Simon Co., Highland Park. 
Pennsylvania—S, L. Bennett, Alma. 
Prov. Wash.—C. E. Bassett, Detroit. 
Sea—W. S. Cossitt, Detroit. 
Springfield—Phil Hupy, Gladstone; Romeo Ins. 
Agency, bs 
un—A. M. Walker Ins. Agency, Jackson. 
Svea—Briggs & Wagner, Bertie Ce 
Westchester—G. E. Swihart, Sturgis; M. E. 
Moore, Kent_City. 
Arizona—Henry Copenhaver, Pontiac; E. W. 
—— —s 
utomobile—W. I. Patterson. Grand Rapids. 
sce a je ore : 
ommerce—J. J. iller, Benton Harbor; C. 
H. Richmond, Pontiac. i" 
Concordia—R. W. Dikeman, Three Rivers. 
Detroit Natl—G. FE. Cornell, Six Lakes. 
Eureka F. & M.—G. R. Chitterbuck, Detroit. 
General—F. G. Wolf. Detroit. 
Ger. Amer.—W. S. Crowe, Manistique. 
German, Pa.—C. L. Doane, Muskegon. 
Gran. State—Briggs & Wagner, Battle Creek. 
Hartford—T. C. Corkins, Cass City. 
Imperial—R. H. Franchot, Grand Rapids. 
Inter-State—Alexander Net, Detroit. 
LE Eng.—H. N. Purdy, Unionville. 
Lon. & Lane.—L. W. Clark, Grand Rapids; 
Thomas Quinlan & Son. Petoskey. 
Mercantile—Gordeon Brewer, Bronson. 
Mich. Coml.—C. W. Hafer, Lansing; J. C. 
Corkins, Cass City. 
Globe & Rut.—C. N. Roe, Detroit; T. E. Web- 


Negaunee; 


* ° oy 





H. M. BARFIELD, Pres. 








Annual Statement, December 31, 1916 





The Buckeye National Fire Insurance Company 
TOLEDO, OHIO 


Capital, $100,000; Assets, $166,166.81; Liabilities (ex. capital) $23,488.57; Net 
Premiums, $33,881.46; Net Surplus, $42,678.24; Gain in Assets, $18,953.72; 


Increase in Reserve, $17,817.81. 
OHIO AGENTS WANTED 


HOME OFFICE: 337 SPITZER BUILDING 











ster, Bay City; M. Traitre & Son, Detroit; H. A. 
Van Dyke, Detroit. 
Minneapolis—McCall Bros., Ithaca. : 
Natl.-Ben Frank.—A. C. Christenson, Manistee. 
National, Ct.—S. L. Bennett, Alma; W. A. B. 
Bushaw, Henderson; W. H. Mitchell, Negaunee; 
L. Prouty, New Lothrop; W. E. McBride, Sault 


Ste. Marie. 





.HALL TO LEAVE THE BUREAU 


Theodore D. Hall ,who has been with the 
Michigan Inspection Bureau for twenty- 
five years, and for the past seven years as 
branch manager at Detroit, has tendered 
his resignation to take effect Dec. 31 or 
sooner. He is desirous of getting into 
the commercial end of the fire insurance 
business. It is not likely that any ap- 
pointment in his stead will be made until 
after Jan. 1. 


MICHIGAN NOTES 


A. Bartels, state agent for the 
Rochester German Underwriters, in Michi- 
gan, who has been quite ill for several 
weeks, is back at work again feeling as 
good as ever. 

There are reports along Griswold street 
in Detroit of a proposed merger of two 
important local agencies doing a general 
insurance business. The announcement is 
expected before the lapse of another week. 


|__Indiana 7 


RULES ON ATTORNEY FEES 


In a case against the Springfield Fire & 
Marine, the Indiana supreme court affirms 
the judgment against the company, but 
cuts out the $200 attorney fees included 
in the judgment. The company denied 
executing the policy, but the court of ap- 
peals says it cannot weigh the evidence. 
The court says that attorney fees may 
be recovered under Indiana law only where 
there is a dispute as to the amount of 
liability on the policy because of alleged 
lack of value of the property and not 
when there is denial of any liability what- 
ever, so that the parties have no reason 
for refereeing the question. 
































REPORT ON CROWN POINT 


A new tariff has been issued for Crown 
Point, Ind., one of the heretofore trouble- 
some points. The fire fighting facilities 
of the town are considered fair; the 
works system reveals numerous defi- 
ciencies; fire department is volunteer with 
fair equipment; inside wiring conditions 
are fair; numerous old installations de- 
fective; outside wiring fair; no serious 
congestion. Town ordinances are not of 
much value. 





SUE ON STOCK NOTES 


The Ameritan Fire of Wabash, Ind., has 
started suit against C. M. Snepp and J. H. 
Kreamer of Kewanna, Ind., and B. F. Over- 
meyer and Lincoln Luckenbill of Leiters 
Ford, Ind., the two former for $2,000 and 
the two latter for $2,200 each alleged to 
have been pledged for stock in the con- 
cern. The defendants claim that the stock 
was misrepresented to them and therefor 
they have refused to pay. 


INDIANA NOTES 





The semiannual meeting of the 


Indiana 
Insurance Society will be held in Indian- 


apolis Tuesday, Oct. 31. 


The piano factory of the Starr Piano 
Company at Richmond, Ind., just sprink- 
lered, is rated at 22% cents, building and 
contents. 

The plant of the Barbee Wire & Iron 
Company at La Fayette, Ind., has been 
rated at 30 cents, building and contents. 
Risk is equipped with a one-source sprink- 
ler system. 

The plant of the Ft. Wayne Oil. & Supply 
Company at Ft. Wayne, Ind., manufac- 
turers of mill supplies, has been rated at 
20 cents building and 25 cents contents. 
Risk is sprinklered. 

Ellis E. Shookman, insurance agent and 
former cashier of the Farmers State Bank, 
of Burrows, Ind., self-confessed defaulter 
for in the neighborhood of $30,000, has 
been placed under bonds in the Carroll 








F. R. Ormsby, Pres. 


Capital $300,000 


Farm Department. 
AGENTS 





G. F. Hutchings, Secy. 


Industrial Fire Insurance Co. 


AKRON, OHIO 


An Ohio Company writing business through Ohio Agents. 
Why not represent an Ohio company? 


Joseph Winum, Treas. & Asst. Secy. 


Net Surplus $133,000.01 


WANTED 











Richland Mutual Insurance Company 





MANSFIELD, OHIO- 





2 Incorporated 1850 


TOTAL ASSETS, - - 
A. C. CUMMINS, President 


BUSINESS CONFINED TO OHIO 


- $2,446,497.63 
R. SMITH, Secretary 





The Central Manufacturers’ 


VAN WERT, OHIO 


Mutual Insurance Company 


ORGANIZED 1876 





Cash Assets, over $900,000: 


Net Cash Surplus, over $500,000 





H. V. OLNEY, President 


C. A. L. PURMORT, Secretary 





Dayton Mutual Fire 
Insurance Co., onio" 
B. C. COLEMAN, Secy. 

Assets Jan. 1, 1914, $102,806 
Conservative and Careful Management 


AGENTS WANTED 
Address Home Office. 


E. J. Forney, Pres. J. M. Cook, Sec*y, 
Incorporated, 1873 


Mansfield Mutual 


Fire Insurance Company 


OF MANSFIELD, OHIO 





Insurance - $5,427,226.00 
Total Assets - 464,681.40 








An Agency Company 











._Home Office 
Lumber Underwriters 


66 BROADWAY 


E. F. PERRY & CO., lnc. 


Can Place Insurance in Any Amounts on Lumber 
and Woodworking Risks, Wherever Located. 


Louis H. Parker 
Manager 


- NEW YORK 














A. H. TRIMBLE, Pres., 


Capital $300,000 





The Humboldt Fire Insurance Co. 


PITTSBURGH 
Incorporated 1871 


Why not make room in your agency for a conservatively managed, medium- 
sized American Company whose indemnity, treatment of agents and assured, 
will bear inspection for nearly half a century? 


Surplus to Policy Holders $540,908 
Assets $1,473,704 


EDWARD HERR, Sec’y and Treas 
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county circuit court at Delphi. Shookman 
recently appeared at the state house in 
Indianapolis and made confession of his 
guilt to employes in the office. 

The Indiana Inspection Bureau has rated 
the sprinklered store of the South Bend 
Wholesale Grocery Company, 328-330 Car- 
roll street, South Bend, Ind., at .275 build- 
ing and 35 cents contents. 

There has been much trouble in writing 
the fireproof building of Cole Motor Com- 
pany and the National Refining Company 
at Indianapolis. These lines have been the 
bone of contention for some time, but it is 
thought that they are being straightened 
out. At Terre Haute there has been some 
trouble over writing cattle in distillery 
pens, but the wrinkles here give promise 
of being smoothed out. 














JOHN W. ZUBER, President 


The American National Fire Insurance Co., Columbus, Ohio 
Capital and Surplus $700,000 


1 Cadiplivint in every particular with Ohio law 


Organized by Ohio people 
Owned by Ohio people 


Managed by Ohio people 
Will write insurance on the property of Ohio people through Ohio agents 
If you can present a high-grade proposition to high-grade people, you will be interested 





: 
Illinois 




















ANNUAL MEETING AT DECATUR 





Illinois Local Agents Association Will 
Have Senator Sherman and Some 
Insurance Speakers 





The meeting of the Illinois Local 
Agents Association will be held at De- 
catur Nov. 16. This will be the an- 
nual convention and officers will be 
elected. President E..R. Partlow will 
be in charge of the meeting. Aside 
from the kusiness session there will 
be a banquet in the evening, the main 
speaker at the latter function being 
Senator Lawrence Y. Sherman. Charles 
E. Sheldon, western manager of the 
American, will be a speaker, as will be 
Lyman M. Drake, of Critchell, Miller, 
Whitney & Barbour of Chicago, and J. 
George Stauffer of Decatur, IIl., super- 
intendent of agents of the Firemans 
Fund, and president of the Fire Under- 
writers Association of the Northwest. 


Other speakers will be announced later. 
Edward F. Prideaux, of Elgin, Ill, the 
hard working secretary of the association, 
is making up the program. The associa- 
tion is now in good shape, the agents are 
well satisfied and the Decatur meeting 
will be one of the best. A few years ago 
the association met at Decatur and had a 
most excellent convention. 





Will Probably Meet in January 


The semiannual meeting of the Illi- 
nois State Board will probably be held 
early in January instead of December 
this year. December is a busy month 
with the field men, who are collecting 
balances. There has been a general 
request for this change. The meeting 
will likly be held in Springfield. The 
Blue Goose will have charge of the 
social end of the gathering. 





OPENS NEW FIREPROOF HOTEL 


Kewanee’s new hotel, the Parkside, was 
opened to the public last week. It is fire- 
proof, modern and up to date. Other 


points in Illinois that can boast of new |}. 


hostelries within a short period are La- 
Salle, Galesburg, Champaign, Princeton, 
Bushnell and Peru. Aurora’s new fire- 
proof hotel is nearing completion. The 








old state is coming to the front with good 
hotels. 





CRUM OPENS LAW OFFICE 


William H. Crum, formerly in the Illi- 
nois insurance department, has opened an 
office for the practice of law in the Reisch 
building, Springfield, Ill. Judge Crum was 
connected with the state insurance depart- 
ment for eight years and is especially 
capable. He has a good comprehensive 
knowledge of insurance law and the rela- 
tions of companies to the state. 





Illinois Agency Appointments 


Aetna—L. i Beaty, Hardin; M. J. Simmer, 
New Lenox; C. D. Hussey, D. . Hussey, Frank- 
lin Grove; F. W. Reuling, Morton; E. H. 
Dennis, Abingdon; W. M. Lateer, Ludlow; C. D. 
Etnyre, Oregon; ‘Herman Engeibach, Fred En- 
gelbach, Arenzville; B. F. Downing, Dixon; i 
H. Bastert, F. C. Miller, F. B. Castle, Emma 
Bastert, Quincy; 8 Huggins, Knoxville; E. E. 
Pierson, Pierson Station. 


Amer. Eagle—E. H. Dennis, Abingdon. 
‘ aes i, Tracy, W. D. Beaupre, Kan- 
akee. 


Caledonian—C. N. Riley, Urbana. 

Connecticut—R. F. Wallace, Cobden. 

Coml. Union—J. S. Cline, Litchfield. 

City, N. Y.—A. C. Shepley, Canton. 

Columbian—A. F. La Noy, Minonk; W. L. 
Woodworth, Sterling. 

Fid. -Phenix—Thomas Hoffman, 
F. Johnston, Greenville; A. J. 
Creek; E, 
F. W. 
ville. 

Fire Assn.—L. N,. 

Germania—D. C. 
Roberts, Springfield. 

eneral, France—A. J. Hopkins, Jr., Aurora. 

Ham. Rae” oA 9 “ym Springfield. 

Home—Mrs, Castle, Arlington Heights; 
E. H. Denis, sMincdos H. ixon, Arming- 
ton; Henry McDonald, Virginia; W. W. Peine, 
Minier. 

Ins. Co., Pa.—J. Z. Bechtold, Girard. 

Ins. Co. of N. A.—H. B. Coyle, Gridley. 

SS ye Eng.—J. H. Bastert, F. C. M 
Samy Emma L. Ramen » Biel 
rig Y Sie G., Eng.—M. troud, Atlanta; 
3; Eas Bastert, EF. ily inn, F Castle, Emma 
L. Bastert, Quincy; John Sahn” Lincoln. 

Lon. & Lanc.—S. S. Burke, South Chicago. 

Mech. & Trad.—W. A. a and, J. J. Mohan, 
Streator; G. A. Wilson, ia . A. Wilson, A. J. 
Wilson, La Salle. 

Marq. Natl.—H. 


Milw. Mech. pes vi Gridley. 
Millers Natl—A. S. Diekman, Dolton. 
National, Ct.—Grace Alsip, Ogden; H. F. 
hick, Vermont; B. Sharper, W. H. 
Schroeder, Jerseyville; P.. W. Moucning, Rush- 
ville; J. W. Scott, Har Morgan, Leonard 
Scott, Springfield; BG: Widney, Stronghurst. 
Nationale, Paris—Eva P. Athearn, Canton. 
N. W. Natl.—R. M. Garman, Foreston; H. M. 
Onitort, ee, 
N. —F,. S. Erskine, Waukegan. 
Pear Walt —A. S. Diekman, Dolton. 
Phoenix, Eng.—M. M. Bielema, Fulton. 
Royal—W. T. Hardin, Cisco. 
Pennsylvania—F. Castle, Quincy; F. L. 
Garst, Stanford; G. D. Palmer, Swan Olson, 


Industry; J. 
Roberts, Lick 
Sadler, Ogden; J. C. Strohm, 
Stone, Decatur; Samuel Hughes, Cross- 


Mennen, Minonk. 
Metzger, Belvidere; Frank 


iller, 





CHRIS.SCHROEDER & SON CO., 86 Michigan St., Milwaukee 


General Agents 


GLOBE & RUTGERS 
FIRE INSURANCE CoO. 


Michigan and Wisconsin 


General Agents 


PACIFIC FIRE 
INSURANCE COMPANY 


Wisconsin 


AGENTS WANTED IN UNREPRESENTED POINTS 








DETROIT, MICH. 


NR. 5 obinn cock. kcoeksee $1,590,675 


D. M. FERRY. Jr. 


ident ice- 





THE MICHIGAN 


Fire and Marine Insurance Company 


HAS BEEN FURNISHING HONORABLE FIRE IN- 
SURANCE INDEMNITY FOR THIRTY-SIX YEARS 


It has paid over $8,000,000 in Losses 


IT IS ONE OF THE STAUNCH AND RELIABLE COMPANIES IN THE WEST 
E. J. BOOTH 
ident 


ny Le eer, Serene $815,373 


H. E. EVERETT 


ecretary 


E. P. WEBB 
Ass t Secretary 


Galva; A. O. McDowell, Heyworth; J. R. Shaw- 
cross, Avon. 

Queen—J. H. Bastert, F. C. Miller, F. B. 
Castle, Emma L. Bastert, Quincy; R. H. Bran- 
G. Lewis, Oblong; G. A. 


don, Mooseheart;, W. 
Morphew, Magnolia. 

Reliance—C. L. Williams, Yorkville. 

Rhode Isl.—O. B. Harrauff, Princeton. : 

Springfield F. & M.—J. H. Bastert, F. C. 
— B. Castle, Emma L, Bastert, Quincy; 

WwW Dawson, Manchester; T. M. Edmonds, 
pe Morris, Norris City; J. Kiley, Cul- 
lom; E. E. Mull, Pana; H. N. Peterson, Car- 
pentersville; EPA Richards, Newton. 





ILLINOIS NOTES 


BH. L. Blair of Chandlerville, Ill., 
been indicted for arson. 

At Pecatonica, Tll., J. R. Colberg pur- 
chases the agency of J. A. Provost. 

Mooneyhan & Benson have organized an 
insurance agency at He Til. Ross 
Mooneyhan is cashier of the State Sav- 
ings Bank, and Joe Benson is secretary 
of the Herrin Loan & Improvement Asso- 
ciation, and assistant cashier of the City 
National Bank. They have bought out the 
agency of P. N. Lewis. 


has 











WISCONSIN AGENTS 
WAN TED 














Arizona Fire 
Insurance Company 


Phoenix, Arizona 





Capital, $200,000 


EDGAR M. DAVIS 


Vice-President and Gen’! Manager 














Wisconsin 


























INCOME CONSIDERABLY LESS 
Milwaukee Local Agents Find Rates 
Are Decreased and Commis- 
sions Are Lowered 





Local agents in Milwaukee find that 
their income has materially decreased 
since commissions were lowered and 
rates are also on the decline. While 
the cost of living in other directions 
has ascended several points, the local 
agents see that their own income has 
been traveling in the other direction. 
The improving of risks and especially 
the installation of automatic sprinklers, 
has made a big hole in the premiums. 
The natural increase in business that 
would have been the result of the city’s 
growth, has been more than wiped out 
by other factors. While the agents to 
some extent have made up their losses 
by automobile and casualty business, 
yet taken as a whole it can be said 
that the condition of the local offices is 
not as good as formerly. Had it not 
been for automobile and casualty, the 
local agents would be hard pressed. 
Fortunately these lines have come in 
as life savers. 

The Milwaukee agents have been 
waiting to hear from the large cities 
committee following the conference 
held some months ago. At that time 
the subject of the Milwaukee agents 
reporting through the Central Audit 





ARTHUR J. DAVIS | Central Department 
General Agent * eta 

JAS. H.SHEARIN | “icon, Ohio. 
Special Agent Michigan, Missouri 





2019 Insurance Exchange, CHICAGO 























Bureau came up and counter proposi- 


GERMANIA 


FIRE INSURANCE COMPANY 
NEW YORK 
ORGANIZED 1859 
Statement, January 1, 1916 





Cash ad = > ,000,000 

ee Sas, - A ae bye tty 84 
Liabilities, > Gaetan: ease $2,920,295 68 
| dt an Por Policy Holders, - $4,109,356 16 


HEAD OFFICE 














Cor. William and Cedar Streets 





The kind of Stock Insur- 
ance the Farmers and 
Breeders Want 


FARMERS & BREEDERS 
LIVE STOCK 
INSURANCE COMPANY 


Home Office, Danville, Illinois 
Suite 306 Temple Building 


(Incorporated ander the Insurance Laws of the 
State of Ilineis) 


Now Completing Organization 


Under Conservative Plans 
and on a Just Basis 


AUTHORIZED CAPITAL 
AND SURPLUS 


$200,000.00 


Some Good Illinois Territory not yet taken. 
Local and District Agencies. 





A Policy That Sells Itself—Unmistakable in 
Its Conditions, Yet Fair and 
Adequate in Rates. 


Officers and Proposed Directors Practical 





Farmers and Breeders. 
JOSEPH MEITZLER, J. M. KEENEY, 
Secretary & Treasurer Chairman Organization 


FARMERS & BREEDERS 
LIVE STOCK 
INSURANCE COMPANY 


Home Office, Danville, Illinois 
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tions were made to the companies as 
to what they should do in response to 
the local agents. It is thought that 
the situation confronting the compa- 
nies is such that they cannot comply 
with the request of the local agents, 
and hence there is no disposition on 
part of the agents to send their dailies 
through the central office. Out in the 
state more and more agents, however, 
are sending their reports through Mil- 
waukee. 





ARE MANY MILWAUKEE FIRES 





Epidemic of Blazes Found in Wisconsin 
Metropolis During Last 
Few Days 





Milwaukee, Wis., Oct. 17—(Special) 
—Milwaukee has been suffering from 
an epidemic of fires during the last 
week, and the state fire marshal’s de- 
partment is engaged in exhaustive in- 
vestigations of the causes of the numer- 
ous blazes. On Sunday, Oct. 15, alone, 
there were a half-dozen fires, one of 
which entailed a loss in excess of $200,- 
000. This was the destruction of ele- 
vator B of the Milwaukee-Western 
Malt Co., 163 South Water street, on 
Sunday afternoon, just as the fire de- 
partment was leaving the A. Schwartz 
& Son box factory, 189 Barclay street, 
several blocks away, after more than an 
hour’s fight, during which the box fac- 
tory was practically destroyed and con- 
siderable damage done to neighboring 
buildings. There is suspicion of incen- 
diary origin in several of these fires, as 
well as that early this morning in the 
Wetzel Bros. Printing Co. building, 
324-328 Broadway, causing a loss of 
$15,000 to $20,000. The Milwaukee- 
Western Malt Co. carried insurance 
amounting to $235,000 on buildings and 
$150,000 on contents. A. Schwartz & 
Son had $2,250 on building and $750 on 
contents. There was $30,000 on the 
Wetzel building, owned by Mrs. H. 
Winner; $47,200 on Wetzel Bros.’ con- 
tents, and $18,300 on contents of L. 
Friedman, neckwear manufacturer. 





LIGHTNING A BIG FACTOR 


Lightning damage to barns played a big 
part in the Wisconsin fire loss in Septem- 
ber. There were 80 barn fires during the 
month, with losses of $117,965, of which 58 
were caused by lightning. Only one of the 
58 barns was rodded. The whole loss in 
the state in September was $440,025, com- 
pared with $995,190 in the same month 
last year. 


WISCONSIN NOTES 


E. A. Palmer, St. Croix Falls, Wis., 2 
special agent of the New York Life, has 
added a fire, tornado and automobile de- 
partment, and will represent the Boston 
Insurance Company, Boston, Mass. 

August Rebhan, president of the August 
Rebhan Company, Milwaukee, has been 
elected president of the Washington Park 
Zoological Society, which is responsible 
for the “zoo” in Milwaukee’s largest park, 
now ranking among the first four of the 
kind in America. The society has 367 
members. 


The Briggs & Stratton Company, 258 
Milwaukee street, Milwaukee, automobile 
ignition specialties, which is building a 
$100,000 “daylight” factory on Hopkins 
street, has contracted with the Globe Auto- 
matic Sprinkler Company, Chicago, for the 
complete equipment of the new 6-story 
structure. 

The American Brass Company, Kenosha, 
Wis., which is greatly enlarging its pro- 
duction and administration facilities, is 
protecting all buildings with sprinkler sys- 
tems. Contracts were awarded early this 
week for installing the system in the new 








PROMUNU-ING CEN 


ss | TRANSPARENT. 2? BLACK RUBBER 
ealers Catalog on, Request 


PARKER PEN CO. Mill St JANESVILLE: WIS} 


office building, 48x100 feet, and the new 
private garage and service station, 30x120 
feet. 

The common council of LaCrosse, Wis., 
has instructed City Attorney J. E. Higbee 
to make an inquiry. to ascertain why the 
city is placed in the third class, when 
the municipality claims to have one of the 
finest and best equipped waterworks plants 
in the country. A special committee of 
the council has been appointed to map 
out a campaign in the direction of obtain- 
ing a better rating. 











lowa . 

















INSURANCE MEN ARE ANNOYED 





Des Moines Newspaper Ascribes Sin- 
ister Motives for Mythical Sup- 
port of Candidate Harding 





Iowa fire insurance men are annoyed 
by the persistent efforts of a Des 
Moines newspaper to make it appear 
that they are supporting Warren L. 
Harding’s campaign for the governor- 
ship on the Republican ticket. The 
newspaper ascribes sinister motives to 
the insurance men and links them up 
with other corporate interests in the 
old trust-busting style. The latest alle- 
gation is that they are displeased with 
the antidiscrimination law because it 
did not go farther and repeal the 
Blanchard anticompact law. 

In the hottest political campaign 
Iowa has seen in many years the fire 
insurance men have been accused of 
supporting Harding for these reasons: 

First, because they hope, by having 
Harding elected, to get the goat of 
Insurance Commissioner English. 

Second, because Harding fathered 
the state fire marshal law, “which is 
costing the state $13,000 per year.” 

Third, because Harding, way back 
in 1911, introduced a bill in the legis- 
lature providing for the repeal of the 
Blanchard law. 

The fact is, the insurance men are 
not opposed to Commissioner English, 
but admire him as an honest and ca- 
pable official. The state fire marshal 
law is a constructive measure that is 
worth more than it costs. The insur- 
ance men have no fault to find with 
the antidiscrimination law, which was 
drafted and supported by Commis- 
sioner English. 

The fire insurance men have not lined 
up for either candidate for the gover- 
norship, but have divided, like other 
citizens, mostly on the method of han- 
dling the liquor problem. 

The Des Moines newspaper has pub- 
lished several letters from legislators 
which indicate that a new fight will be 
made on the antidiscrimination law at 
the next session-of the legislature. 





E. H. Smith Declines Reelection 


Ed H. Smith, president of the Farm- 
ers Fire of Cedar Rapids, will not ac- 
cept the presidency of the Iowa State 
Fire Prevention Association for an- 
other term, so he has written Secre- 
tary Hathorn. It had been planned to 
reelect him at the annual meeting Fri- 
day, but his withdrawal has thrown 
the list into the air. It is thought that 
a Des Moines man will be named, since 
the headquarters are in that city. There 


will be important reports to be read 
and much business to transact. 

The Iowa pond of the Blue Goose 
will meet following the fire prevention 
association session. Most Loyal Gan- 
der Carpenter announces that 
there will be a business session only. 
Arrangements for an active social sea- 
son will be made. Plans for a ladies’ 
night at this time were abandoned on 
the grounds that it is too early in the 
season. 





KAUFFMAN HEADS BIG TRUST 


B. F. Kauffman, well known Des Moines 
local agent and member of the firm of 
Witmer & Kauffman, is president of a new 
trust company, just organized in_ Des 
Moines, and known as the Bankers Trust 
Company. The new concern has a capital 
stock of $1,000,000 and surplus of $250,- 
00, and will shortly erect a new struc- 
ture in Des Moines. It will operate an 
insurance department, real estate depart- 
ment, farm mortgage department and a 
savings department. 





INTERESTING SUIT FOR RECOVERY 


The Phoenix of Hartford has filed a suit 
at Des Moines to recover $1,000 from R. 
R. Lansing, who is alleged to have col- 
lected double damages on a house de- 
stroyed by fire March 23, 1915. 

The insurance company in its petition 
asserts that when Lansing’s house was 
destroyed it promptly paid the face of the 
policy held on the property. In August, 
the company says, Lansing started suit 
against the Standard Oil Company on the 


ground that it was responsible for the 
burning of the house and recovered $1,900. 
The irisurance company claims that $1,000 
of the $1,900 should go to it and not to 
Lansing. 





IOWA NOTES 


Mr. and Mrs. Edd G@. Doerfier of Des 
Moines are entertaining a handsome new 








Capital Fire Insurance Co. 
OF CALIFORNIA 
Capital, $250,000 Surplus, $102,963 
W. L. PETTIBONE & CO. 
Eastern General Agents 
31 Clinton St. NEW YORK, N. Y. 




















STRICTLY FIREPROOF 


NEW HOTEL‘ 


BREVOORT 


Chicago, Illinois 





On Madison St., near LaSalle 


One minute from the 
Insurance District 
The Patronage of Ine 
surance Men is 
Solicited 











Hotel Dyckman 


MINNEAPOLIS, MINN. 
THE COMPLETE HOTEL 
Each of its 300 rooms is outside and has bath 


Appointments 
combine dig- 
‘| nity with a fa- 
| miliar home- 
‘| likeness rarely 
Jfound in 
Metropolitan 
| hotels. Two 
| splendid cafes 
for asi - 

men, al- 
be Club Grill 








Exclusively European Plan—$1.50 and upward 
Under the exclusive management of 
H. J. TREMAIN 














Ey 


CLIFFORD IRELAND, President 
DR. GAIUS W. HUBBARD, Secretary and Gen, Mgr. 





Licensed in Maine, Massachusetts, Connecticut, 
Rhode Island, Pennsylvania, North Carolina, 
Caroling. Ohi if orth, 


hio, 
sin, lowa, Kansas, Texas, 





$225,000.00 
121,073.00 
382,930.60 














SECURITY 


Fire Insurance Company, of Davenport, Ia. 


Ss. KF. GILMAN, Pres’t 


. M. C. HINSCH, Sec’y 


CASH CAPITAL $200,000 
This Company has had 33 years of successful business experience, and is now doing 


business in Iowa, Illinois, Wiscensin, Ohio and Indiana. 


It is a good company for the 


ent, because in addition to writing a general business, it accepts practically all classes 
of farm risks. We want agents in the above states, and would appreciate 
hearing from agents desiring to represent us. Address the Secretary. 





Granite Live Stock Insurance Company 


C. A. LAFFERTY, Pres. 


The Best in the West. Our 
Special Policy Insures the 
Mare and Unborn Colt. 








SPECIAL TRAN 


BLOOMINGTON, ILLINOIS 






SA 
PORTATION POLICY 


ARTHUR STONE, Sec. 


Insures Horses, Mules and 
Cattle against loss by 
fay) death from any cause or 
XY theft. Agents wanted in 
Illinois. 








John Q. Mackintosh 











J.Q. Mackintosh, Pres. 


BOARD OF DIRECTORS: 


Great Northern Insurance Company 


Pioneer Bldg., St. Paul, Minn. 


Albert Berg, Sec’y & Treas. 
George W. La Brande, Vice-Pres. and Managing Underwriter 


George T. Simpson S. A. Farnsworth J. C. Fulton 
George W. LaBrande . L. Maguire C. C. Schulz George Jarchow 
Albert Berg Julius A. Schmahl Louis F. Dow H. A. Baldwin 
A. O. Eberhart Joseph I. Silbar Louis B. Frook J.J. Ecklund 
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son, who will be trained in the fire insur- 
ance field, according to Papa Doerfler. 


The lowa department has worked out a 
new system for handling agents licenses 
which will be put into effect with the be- 
ginning of the new insurance year. Under 
the new system both licenses and requisi- 
tions will be made out by the companies. 
This will avoid delays in issuing the 
46,000 licenses required each year. 


| 

















| Minnesota 


a 
DEPARTMENT TAKES ACTION 


Agents’ Licenses Being Revoked Where 
Premiums Have Been Withheld 
After Collection 


























The Minnesota department is revok- 
ing licenses of agents that withhold 
premiums, where the charges are 
proved. . W. Bane of Brainerd, 
Minn., has had his license revoked on 
charge that he collected a premium on 
a bond executed by the Kansas Cas- 
ualty & Surety and did not pay the 
general agent. Walter H. Mahling of 
Montivideo, Minn., has had his license 
revoked because he collected premiums 
on a Maryland Casualty policy which 
he did not remit to Esterly-Hoppin 
Company, general agents. It was also 
charged by the Aetna Life that Mr. 
Mahling collected a premium for it, 
gave a check which went to protest, 
and the matter has not been disposed 
of. Arthur Mercer of St. Cloud, Minn., 
has had his license revoked at the re- 
quest of the Equitable Life & Indem- 
nity of Minneapolis. The company 
charged that Mr. Mercer collected pre- 
miums on four different persons and 
made no report to the company. 





OBSERVATIONS BY WAGNER 





President of Minneapolis Board Com- 
ments on Janney, Semple, 
Hill & Co. Loss 





Minneapolis, Minn., Oct. 14—To the 
Editor—Having participated in the ad- 
justment of the loss by fire on the stock 
in the sprinklered risk of Janney, Sem- 
ple, Hill & Co., I wish to endorse un- 
equivocally and most emphatically all 
of the kind things which have been said 
concerning the fairness displayed by 
these claimants, and the most excel- 
lent manner in which they conditioned 
the stock after the fire. No claim was 
made except on stock that showed un- 
mistakable damage, and the claims 
made on the damaged stock were ex- 
iremely fair and equitable. 

At the same time, as president of the 
Minneapolis Board, having in charge 
the fire insurance patrol of our city, I 
wish to say that the largest factor in 
minimizing the loss and claim was the 
insurance patrol. The patrol wagon 
worked for eleven hours and thirty-five 
minutes. It spread 378 covers and used 
five bags of sawdust in protecting the 
property of Janney, Semple, Hill & Co. 
That corporation was so well pleased 
with the work performed by the patrol 
that it recognized the services by a 
very substantial donation to the relief 
association of the patrol. In my judg- 
ment, and in the judgment of the other 
adjusters, the saving made by the pa- 
trol in the matter of this loss (the 
stock loss having been adjusted at 
4 1/10 percent of the insurance, while 
the loss on building was nearly 3 per- 
cent) will pay for the maintenance of 
the patrol for a period of five years 
at least. 

In my opinion, it is only just to the 


Montana Livestock & Casualty 


Insurance Company 


Home Office: 26 West 6th Avenue 
Helena, Montana 








fire insurance patrol that the general 
public, and more particularly the insur- 
ance companies, shall be informed of 


these facts. 
F. H. WacNeR. 





Minnesota Agency Appointments 


Twin City—R. E. Sherer and C. G. Sherer, 
Winnebago; oa A. Stow, Dakota; C. A. Prest- 
rud, Wendell; B. Hanson, Cambridge; F, W. 
Krueger, Weber: P. M. Hage, St. Paul; J. G. 
ae Battle Lake; T. P. Smidesang, Ww lie; 
E. G. Hegberg, Crosby; Albert Dahlquist, Holmes 
City; S. H. Oxholm, Tyler. 
Ce N Nor.—John Benner and J. T. Dunn, 
Anoka; John gree. Ely; Joseph Gunn, Breck- 
enridge; a, . oe Lyons, Mulew: A A. E. Leh- 
mann, St. Paul; Gustav Eggena, 
H. Spieker, Melrose; B. A. Soule, Delavan. 
Ger. Alli.—F. E. Watson, West Duluth; A. 
B. Hanson, Cambridge; M. N. Triplett, Flood- 
wood; J Dreier, Hackensack; I. P. De Mott, 
Crookston. 
Minn. F. & M.—W. D. Blumenthal, St. Paul; 
O. P. Becken, Halma; Theodore Nelson, Ers- 
kine; A. H. Muesinger, Stewart; G. A. Ander- 
son, Lake Benton. 
Ger. Amer.—A. E. Polson, Shovel; E. C. Hop- 
kins, Fisher; J. G. Peterson, Battle Lake; H. G. 
Martin, Bachiss 
L. & L. & G—A. M. Palya, Tabor; M. H. 
Triplett, Floodwood; O. A. Olsen, Ogilvie; R. 


W. Johnson, Virginia. 
Automobile—E. C. ‘Wohlfarth, Hutchinson; A. 
H. Hendricks, Winthrop; V Anderson, 
Parkers Prairie; M. E. Erickson, Rochester. 
New Hamp.—K. V. Rothschild and V. 
Rothschild, St. a M. E. Erickson, Rochester. 
Hartford—J. Peterson, a. Creek; J. 
— Gilman; E J. Reilly, Hokah. 

W. Natl.—J. A. Bergquist, Karlstad; O. P. 
Beckem Halma. 
Mercantile—M. J. Graham, Wells; G. L. Stew- 


art, Winona. 
Frov. Wash.—W. E. Landeene, Elbow Lake. 


Monticello; 


Phoenix, Fng.—L. E. Potter, Warroad. 
a Union—W. ve Danforth, Duluth. 
W. F. & M.—F. A. Stow, Dakota. 


whe Few, “Epes Friedman, Eden Valley. 
Mich. M.—F. Lindbergh, Crosby. 
Natl. Uniee nA. j. Adee Lakefield. 

Citizens, Mo.—V. A. Batzner, Bovey. ; 
Columbian, Ind.—C. H. Morton, Minneapolis. 
Home—O. S. Frederickson, Groningen. 

N. J. Fire—C. W. Stuart, St. Paul. 
Connecticut—L. H. Voigt, Sr., Hastings. 


MINNESOTA NOTES 


H. I. Tharaldsen is disposing of his 
business at Madison, Minn., to become a 
local agent at St. Cloud, Minn. 

The Matteson Company, St. Paul, Minn., 
secured an injunction against Charles W. 
Stuart and Quincy M. Haas, restraining 
them from using the expirations of the 
Matteson Company. The Matteson Com- 
pany declared in the petition that Mr. 
Haas had access to its books while an em- 
ploye and that when he went into busi- 
ness with Mr. Stuart, he copied the ex- 
pirations and is using them to the detri- 
ment of his former employer. 


F 


Dakotas 


























Will Inspect Aberdeen 


Aberdeen, S. Dak., will be inspected 
Oct. 26-27 by the South Dakota Fire 
Prevention Association. Milligan 
Brothers of Aberdeen will act as chair- 
men of the committee. J. G. Updegraff 
will assist the committee. O. E. Scurr 
is president in South Dakota and D. P. 
Lemen is secretary. 





STATE FUND PAYS 38 PERCENT 


The North Dakota state fund is now di- 
viding up the money available for claims 
among the various counties that had resi- 
dents taking this form of protection. The 
amount is $30,163, which covers 250 losses, 
or but 38 percent of the claims filed. 











Nebraska 




















Dairy Barn Fire 


There is ‘ loss on the large dairy 
farm of Dr. B. B. Davis, near Omaha. 
The total hy is $34,500 and a loss of 
approximately $7,500 on the concrete 
and frame dairy barn and contents. 
Dr. Davis’ farm is one of the few in 
that section having a complete pedigree 
line of stock. From eastern reports 


this farm ranks as the best this side 
of New York. 

The fire evidently started from spon- 
in haymow and 


taneous combustion 





George B. Conway, Secretary & General Manager 


being rather scattered tended to con- 
fine the fire to the one structure. 





The Bankers Realty Company, of Omaha, 
bas taken an agency of the Orient. Henry 
H. Lovell is manager of the insurance 
department. 


Missouri Agency Appointments 
Buff, Ger.—Samuel Topping, St. Lou 


























; Coml. Union, N. Y.—Kitchen & Pollock, Clin- 
on. 
Ger. Amer., N. Y.—B. Sheve, Jr., Catawissa. 


Hartford—L. C. Leslie, Morley; H. H. White- 
house, Stotesburg; D. A. Rankin, Tarkio; G. A. 
eiman, Waverly; Rockhold & Morris, Butler; 
Scott & Highfill, Caruthersville; J. T. Hays, 
Chadwick; E. T. Collins, Eldon: H. E. Jones, 
Kirksville. 

Home, N. — Kleppinger, Rockville. 
L& L. & G, Y.—S. P. Martin, Fulton; 
Valentine & King, "hanias City 


Millers Mut., goes —J. Kevil, Sikeston. 
mead F. & M.—G. S. Kann, St. Louis. 
Mar 


Natl.—Thomas O’Gorman, Maplewood. 
Nor Hage a mga ol R 
inson & Garvin, Trenton. 

Natl. Union—C. T. Clark, Sedalia. 
Prov. Wash.—S. H. Keller, ~~, 
Sun—I. H. Rockhold, Butler; H 
Butler. 

Sterling—H. E. Jones, Kirksville; 
Whitecotton & Co., Moberly. 
Niagara—Kennedy, Young & Hansell, Kansas 


it 

Ee ee 2 P. Robinson, Trenton. 
National, Ct—E. L. Crawford, Jasper; J. T. 
Kennedy, Leeton; E. C. Knox, Independence; 
R. E. Feaster, Windsor; F. A. Hammel, St. 
Louis; E. R. Hammel, St. Louis; F. M. Hammel, 
St. Louis. 

Pennsylvania—H. C. Morris, G. U. 
Wood, Sarcoxie. 

Rhode Isl.—Frank Hammel, St. Louis; E. R. 
Hammel, St. Louis; F. A Hammel, St. Louis. 
Springfield—H. W. Pettibone, Sheldon; *; te 
Hatler, Neosho; J. D. Younger, Milo; J. A. 
Brightwell & Son, Grand View; William Schem- 
mer, Foristel; G. H. Pohlman, Amsterdam. 


Tague, Gallatin; Rob- 


. C. Morris, 


Hammett, 


Butler; 








=! 





Kansas 




















Policy Is Knotty Problem 


The profit-sharing policy of the Re- 
tailers Fire of Oklahoma is proving a 
knotty problem for the Kansas depart- 
ment under the antidiscrimination law, 
which provides that no company shall 
make any discounts, refunds or rebates 
of any kind to policyholders, but each 
company must abide by its established 
schedule of rates. The department has 
ruled that mutuals may pay dividends 
to members, but has not reached a con- 
clusion as to stock companies and has 
not yet licensed the Retailers. 





Kansas Agency Appointments 


Queen—J. M. Barkers, Frankfort; R. B. 
Whip, Concordia; E. C. Steeper, McLouth; F. J. 
Brown, Howard; G. H. Woods, Elkhart; D. C. 
Johnson, Eureka; H. J. Vetter, Halstead; H. W. 
Whipp, Concordia. 

Safeguard—W. K. Richards, Emporia. 

Springfield—F. W. Winter, Dover; C. W. Har- 
per, Langdon; R. B. Graves, Norton. 

Central States—Frank Haugh, H. M. Dubois, 


W. R. Dunlaney, P. C. Yankey, H. R. John- 

son, F. T. Priest, Wichita. 

Coml. Union-—J. H. Cleaver, Glasco; G. E. 

Lehman, Newton; C. C. Mack, Newton. ; 

Northern, Eng.—Mrs. L. L. Munsell, Hering- 

ton. 

Royal—A. W. Pugh, Borine; F. H. Temple- 

ton, Spearville. 

Westchester—Lee Scott, Eldorado. 

Connecticut—A. J. Koelling, Bluff City. 

Continental—C. A. Dowd, Eureka; W. 

Francis, Newton; W. D. Morrison, Lawrence; 
Wilson, Alida. 

iremens—C. A. Steel, Moscow. 

a Munsell, Herington. 

Home—C. C. Mack, Newton. 

North Amer.—M. W. Nease, De Soto; J. H 

Cleaver, Glasco. 

Milw. Mech.—D. D. Bryan, Paola. 

National—F, W. Jacks, Du Quoin. 


Natl. Union—L. Walker, Parsons; E. S. 
Nance, Oswego. 
W. Natl.—H. Reneck, Dighton. 


Phoenix, Ct.—R. B. Graves, Norton. 

St. Paul—F, F. Freeman, Dighton; D. C. 
Lugeanbeal, New Albany; Agnes Baker, Oswego; 
A. Moore, Otis. 

Wmsburgh. City—F. Firman, Fort Scott! 

L & L. & G—C. A. Zimmerman and O. 
Miller, Paradise; C. C. Mack, Newton. 

London—T. BP, Downs, Beloit. 

Norw. Union—B. R. Johnson, Topeka. 

Palatine—H. M. _— Belleville. 

Phoenix, Bg —R. B. Graves, Norton. 

Royal—J. E. and “ss “A. West, Augusta. 

Sun—J. E. and L. A. West, Augusta. 

Hartford—C. Newton, Axtell. 


Twin City—R. J. Mackey, Wichita; O. E. 
Haley and A. McMullen, Mound City; R. O. 
Bundy, Colony; J. W. Dean, Blue Mound; FLA 


Clark, Ottawa. 





KANSAS NOTES 


A. Mrs. Copehart, who is said to have 
been having fires about once a year, was 
arrested after the last one a while ago in 
Kansas City, Kan., but skipped her bail 
bond. 

New tariffs were issued this week for 
the following’ Kansas towns: Galena, 
Bird City, Bancroft, Bison, Beeler, Beagle, 
Benedict, Barrett, ‘Bayard, Bala, Aurora, 
Brookville, Altamont, Coyville and Covert. 

The Armour Packing Company has made 
arrangements to install a complete sprink- 
ler system in its oleo house No. 30, one 
of the largest buildings in the Kansas 
City plant. This is the eighth building 
in the Armour plant at Kansas City to ke 
sprinklered. 











Oklahoma 




















WILL FILE NEW SCHEDULES 


Manager C. T. Ingalls of the Oklahoma 
Inspection bureau will file a new schedule 
of basic fire rates with the Oklahoma 





‘St.Louis 

















James Cravens 





Rufus Cage 


CRAVENS & CAGE 
INSURANCE MANAGERS 


HOUSTON, 


A General Agency that carries no interrogation mark after it. 
fifteen hundred local agents of Texas know what our service is, and 
they are able to bank onit. The Agency with a full line of indemnity. 


K. S. Dargan 


TEXAS 


Our 














THE CENTRAL STATES FIRE 


Insurance Company of Wichita, Kansas 
FIRE, TORNADO, AUTOMOBILE, HAIL AND FARM RISKS 








was fanned by wind. 


The buildings 


H. C. WHALEN, President 


AGENCY CONNECTIONS OPEN IN KANSAS 
Bitting Building, WICHITA, KANSAS 
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state insurance board Nov. 1. They will 
not differ radically from the present rates. 


INGALLS IS IN CHICAGO 


Manager Charles T. Ingalls of the Okla- 
homa Inspection Bureau is spending the 
week in Chicago, arranging for the new 
schedule in the state. 


Carr & French, agents at Tulsa, Okla., 
have moved into new quarters in the Gal- 
lais building. 











Texas 





























DEATH OF JOHN B. HEREFORD 


Texas General Agent of the Hartford 
Passes On—Was Well 
Known Man 


Dallas, Tex., Oct. 17—(Special)— 
John B. Hereford, general agent of the 
Hartford Fire for Texas, passed away 
today in Dallas, after a lingering illness 
of many months. Though it was known 
among his friends that there was little 
chance of his recovery, his death will 
be a great sorrow to his many friends 
in the southwest. Mr. Hereford is sur- 
vived by his widow and two children, 
John B., Jr., and Josephine, also by a 
sister, Miss Mamie Hereford of Dallas, 
and by two brothers, J. S. and Felix S. 

S. Hereford is general agent of 
the Pacific department of the North 
British & Mercantile. Felix S. Here- 
ford is special agent for the Hartford 
in Texas and has practically been in 
charge of the Texas department during 
his brother’s illness. 

Mr. Hereford was fifty years of age 
at the time of his death, having been 
born in Baton Rouge, La., in 1866. He 
entered the Agricultural & Mechanical 
College about 1881 and took an active 
interest in military tactics, graduating 
with the rank of captain. For many 
years his father was special agent of 
the Royal, later going into the local 
agency business in Dallas. Into this 
office Mr. Hereford entered and sub- 
sequently was special agent for the 
Guardian. He next served the Liver- 
pool & London & Globe as special agent 
and in 1905 became manager of the 
Hartford in Texas. The active pallbear- 
ers are the following members of the 
office force of the Hartford: M. D. 
Kinney, W. Hugh Hunter, H. C. Craig, 
C. A. Woolford, J. C. Bell and Herbert 
Yarborough. 


CALLS FOR HELP ON COTTON 


The Texas fire insurance commission 
and its limited force of inspectors has 
been swamped with the work of rating 
cotton compresses, yards and warehouses. 
As a result, Commissioner A. R. Andrews 
has just made a trip to Dallas and ar- 
ranged with the company representatives 
to send out a squad of special agents as 
inspectors to complete the work. 

Because of the conditions explained the 
commission has also called on the local 
agents for assistance, asking them to 
supply the additional data necessary for 
a rerating on all cotton warehouses and 
yards in their respective cities. 

The commission has advised all com- 
panies and local agents that the revision 
of cotton schedules necessitated a revision 
of the warranties applicable to cotton. 
Inasmuch as this revision in warranties 
is intended to be automatically effective 
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_ hydrants, dwellings in new additions not 
; under fire protection and dwellings in the 
' country. 
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along with the revised cotton schedules 
upon which based, all policies issued at 
the revised rates, or adjusted in accord- 
ance therewith, are subject to the revised 
forms as prescribed in analyses of rates. 


SCHEDULES NOT PROPERLY APPLIED 


The Texas fire insurance commission 
has found it necessary to send a special 
letter to companies and agents directing 
their attention to complaints that local 
agents are not properly applying the 
schedules in rating dwellings and quoting 
important provisions of the schedules, ap- 
plying to dwellings over 1,000 feet from 


TEXAS NOTES 


At Navasota, Tex., T. S. Sims, Jr., son- 
in-law of E. L. Bridges, has entered into 
partnership with Mr. Bridges and the firm 
is to be known as E. L. Bridges & Co. 


Houston, Tex., wants its key rate re- 
duced from 20 to 18 cents because of re- 
cently installed fire fighting apparatus. 
Beaumont, Tex., is also asking for a re- 
ductiog in its key rate, which is now 24 
cents. 

The insurance firms of W. B. Buckner 
Company, and E. M. Stallings & Co., of 
Bowie, Tex., have been consolidated. Busi- 
ness will be conducted under the firm name 
of Stallings, Thomas & Co., under the 
management of Mr. Stallings and Miss 
Maud Thomas. 

Miss Margaret Stiles of Austin, Tex., is 
one of that city’s most successful women 
fire insurance agents. Miss Stiles now 
represents the same companies as did her 
grandfather over forty years ago and dur- 
ing the past year has built up a large 
clientele of satisfied policyholders. 

The assured reelection of Governor Fer- 
guson of Texas next month makes certain 
that there will be no change in the office 
of insurance commissioner or the member- 
ship of the state rating board. A bill 
to separate the insurance department from 
the department of banking will no doubt 
be agreed upon. 


Kentucky and 
Tennessee 
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MEETING MAY END TROUBLES 




















Confidence Felt That Subscribers’ Com- 
mittee and State Board Will Reach 
Agreement at Next Conference 


Fire insurance matters in Kentucky 
at this time are showing little or no 
progress, while all interests, both in- 
surance and commercial, await the out- 
come of the controversy between the 
insurance companies and the state rat- 
ing board. Much interest is taken in 
discussions as to the probable date 
when there will be a further meeting 
of the subscribers’ committee and the 
Kentucky board, with everybody ap- 
parently confident that an adjustment 
will be forthcoming when the meeting 
is held. 

It is stated that the members of the 
Kentucky board would like to have 
Governor A. O. Stanley present at this 
meeting to participate in the discussion, 
and that the governor’s engagements 
will make it impossible for him to get 
to Chicago before the end of the.month. 
It is thought to be a possibility that the 
subscribers’ committee may go to 
Louisville, while the state authorities 
make the trip from Frankfort. 


TO INSPECT HICKMAN 


A well attended meeting of special 
agents and fire prevention officials is 
looked for at Hickman, Ky., today (Thurs- 
day), when that city will undergo an 
inspection. The city, which is a manu- 
facturing point of considerable impor- 
tance, with two railroads and extensive 
shipping on the Mississippi river, is now 
in Class 5. Numbers of companies have 
ceased doing business there, others con- 
template withdrawal and it is said those 
operating find the business not profitable. 
Recently a few additions were made to 
the fire department equipment. 


NEWPORT LOSS SETTLED 


The National Colortype Company loss 
at Newport, Ky., has been settled at ap- 
proximately 10 percent of the insurance. 
The settlement is apparently large on 
account of insurance to value, policies 





Mowaga. Ascletent M eneger 


not carrying the reduced rate average 


at once. The company proposes to build 
a concrete fireproof dry room for its 
metal tags. The National Colortype Com- 
pany makes a specialty of automobile 
tags, making them for various states 
and some South American countries. 


KENTUCKY NOTES 


Prank FP. Walker has opened an insur- 
ance and brokerage office at Paris, Ky. 


R. W. McGill has purchased the interest 
of the late C. C. Fryear in the Fryear & 
Orrender agency at Hodgenville, Ky. 
Announcement has just been made of the 
approaching marriage of Miss de L. Kin- 
caid to Samuel B. Walton on Nov. 8. Mr. 
Walton is one of the prominent insurance 
men of central Kentucky. 


T. J. Wilds, who has been doing field 
work for the Henry Clay Fire, has com- 
pleted the work he has had in hand and 
will no longer be connected with the Henry 
Clay as a regular employe. For the time 
being he will probably accept some spe- 
cial assignments for the Henry Clay and 
other companies. He has removed from 
Lexington, Ky., to Nicholasville, Ky., his 
former home. 
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Bond Issue for City Insurance 


A resolution introduced by Commis- 
sioner Barber was passed last week 
by the city commissioners of Birming- 
ham, Ala., instructing the city attorney 
to investigate the possibilities of mu- 
nicipal fire insurance for that city. The 
resolution provides that the city attor- 
ney investigate as to whether the city 
of Birmingham might issue bonds to 
the extent of $1,000,000 or $2,000,000, 
or for such other sums as may be 
deemed advisable for the purpose of 
paying losses of those insured against 
fire within the city limits, and as to 
whether the city has the legal right to 
engage in the business of writing in- 
surance on property risks within the 
city. While Commissioner Ward voted 
for the investigation by the city attor- 
ney, he frankly states that when the 
question finally comes up for a vote 
he will be found strongly opposed to 
city insurance. 


TO HOLD IMPORTANT MEETING 


It is stated that at the annual meeting 
of the Southeastern Underwriters Asso- 
ciation, to be held in Washington, Nov. 
14-15, the one big subject will be the 
heavy losses on frame_ shingle roof 
dwellings in every part of the _ south. 
Commissions of 25 percent are still paid 
on this business and many of the com- 
panies feel that it is entirely too high. 
This is an unprofitable class in the south. 
The cotton situation is also causing some 
concern, owing to the congestion at a 
number of ports and interior compresses 
and warehouses. 


VIRGINIA MEN TO MEET 


The October meeting of the Virginia 
Fire Prevention Assocation will be held 
in Washington, Oct. 26. The principal ob- 
ject is to determine whether the associa- 
tion- shall disband or continue its work. 
A letter recently sent out by Secretary 
Quarles to all members says: “If it is 
impossible for you to come, please advise 
the secretary whether you are in favor 
of disbanding or continuing; and if you 
are in favor of continuing, will you pledge 
yourself to support the association by 
attending its meetings and doing your 
share of the work?” 

Slim attendance at inspection meetings 
the last year or so is responsible for this 
move for a “show down” on the part of 
the specials who have been making a prac- 
tice of absenting themselves and thus 
throwing the burden more heavily on 
others who are present. 
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Security Mutual 


Fire Insurance Company 
Chatfield, Minnesota 


An unsurpassed record for prompt 
adjustments and satisfactory pay- 
ments of all honest losses. 


Admitted in the States of Minne- 
sota, North Dakota, and South Da- 
kota and accepts business on good 
risks direct inany Statein the Union. 





clause. This defect is to be remedied 


MOUNTAIN AND COAST. FIBLD 








SUPERVISORY MEN TO MEET 





Rocky Mountain Affairs Will Be Dis- 
cussed at Gathering of the 
Joint Committee 


The joint supervisory committee in 
control. of the Rocky Mountain field 
will meet in Colorado Springs, Oct. 23. 
W. L. Steele of the Niagara is chair- 
man. Other members of the Chicago 
committee are George H. Batchelder 
of the Pennsylvania, Charles W. Hig- 
ley of the Hanover, W. L. Lerch of the 
German American, and Neal Bassett of 
the Firemen’s. The San Francisco rep- 
resentatives are B. Faymonville of the 
Firemans’ Fund, Frank J. Devlin of 
the Atlas and Walter Speyer of the 
New Zealand. The legislation recently 
adopted by the Western Union and 
Western Insurance Bureau will be con- 
sidered by the joint committee, as well 
as other features that will come be- 
fore it. 


DEATH OF D. M. BOKEE 


David M. Bokee, veteran Pacific coast 
fire man, who was special agent for the 
North America in the Pacific Northwest 
from 1885 to 1895, died at his San Fran- 
cisco home Saturday, aged 77 years. 


TO DISCUSS COAST LOSSES 


Committees representing the Pacific 
Coast Adjustment Bureau and nonbureau 
companies will meet at San Francisco this 
week to discuss new plans for handling 
loss adjustments in the Pacific Coast field, 
as proposed by the outside companies, 


PACIFIC COAST NOTES 


W. E. Breeding, Pacific coast general 
agent for the Aetna, was in Chicago last 
week, on his way to the home office at 
Hartford. 

The common council of Trinidad, Colo., 
plans to meet the requirements of the 
Rocky Mountain board, which will raise 
the class of the municipality and reduce 
the rates. 

The agency of Lamb & Dowell, operating 
in Los Angeles and San Francisco, will 
hereafter be known as Thomas R. Lamb 
Co., Mr. Lamb having purchased the in- 
terest of Mr. Dowell. 

The Farmers Rural Bureau of El Paso 
County, Colo., is fathering a state hail 
insurance scheme and seeking endorse- 
ment of a bill to create such a fund from 
commissioners of all counties in the state. 

The San Francisco office of Marsh & 
McLennan, which has the California gen- 
eral agency of the Northwestern Fire & 
Marine for California, has been given 
jurisdiction over Oregon and Idaho also. 





Some people are so narrow minded their 
ears meet. 








“THE COMPANY WITH THE PYRAMID’ 9 








[ 1,039.961,20 | _ 400. 081.94 — \ 


NEW HAMPSHIRE 








4.801,149.8! 
5.190.017.4060 
3,953, 270.70 
3,728, 600.34 
6.097, 887.20 
6.250, 326.89 
6.350, 079.08 
6,515, 829.58 


TOTAL LIABILITIES EXCEPT CAPITAL-$3.158.88479 
POLICY HOLDERS SURPLUS ---- $3,356;344.79 
WESTERN SPECIAL AGENTS — M. S. 
Moore, W. R. Drake, Terre Haute, Ind.; F. S. 
Chase, Bloomington, tn; George K. March, Hins- 
dale, Mich.; J. H. Gosnell, Minneapolis, Minn.; 


. Horton, 3 * E. White, 
“+ A. W. Tenet, ‘Cabaaiiean Ohie; 
































Denver 
A. D. Yeaton 





F. L. TESCA 
. President 


CHAS. L. THURBER 
Secretary 


Colo.; 
217 West Water street, Milwau- 
kee; R. W. Mitler, Webster City, Iowa. 
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NEWS FROM THE RAST 


ADVERTISEMENTS CRITICISED 











Company Managers Are Stirred Up 
Over Action Taken by “the 
Evans Group 


New York, Oct. 18—(Special)—Com- 
panies are considerably stirred ap over 
the advertisement appearing in the 
papers sent out by the Continental, 
Fidelity-Phenix and American Eayle 
regarding the Black Tom Island losses. 
Much criticism is made in company 
circles regarding these advertisements, 
especially as all the other companies are 
standing together in regard to the find- 
ings of the committee. 

The companies take the ground that 
they are perfectly justified in not ac- 
ceding to the claim for explosion 
damage which policies did not cover. 
These losses received the attention of 
the company officers and United States 
managers. It was thought to be so 
vital a matter that the men higher up in 
the business gave them their personal 
attention. These men believe that the 
companies are not justified in paying 
losses not covered by policy contracts. 
The Black Tom Island losses presented 
many difficulties which were hard to 
overcome. The companies feel that 
iustice has been done so far as can be. 
The companies here take the position 
that the Continental group is not justi- 
fied in putting out the advertisement 
reflecting on other companies. 


WARREN WITH THE SECURITY 


Harold P. Warren has been appointed 
special agent of the Security of Con- 
necticut for Maine, New Hampshire, 
Massachusetts and Rhode Island, with 
headquarters in Boston. For the last 
seven years he has been special agent in 
dari England states for the Pawtucket 
Mutual. 





NEW COMPANY AT HARRISBURG 


The Eastern Pennsylvania Fire has been 
organized with capital of $100,000, with 
headquarters at Harrisburg. Its opera- 
tions will be restricted to Pennsylvania. 


EASTERN NOTES 


The General Adjustment Bureau_ has. 
opened an office at Altoona, Pa. -_ % 
Cadigan will be in direct charge. 

The General Underwriters, Inc., of Pitts- 
burgh has been incorporated for $1,100,- 
000 by C. O. Sampson, C. G. Cohan, G. A. 
A. Hollender, James F. Blair and C. L. 
Lafferty. 





Losses of the Week 


apten, Ky., Oct. 12—Fire of undeter- 
mined origin destroyed two churches and 
four residences and caused other losses. 
The fire originated in the cupola of the 
Baptist church. Estimated loss, $15,000 to 
$20,000, with no insurance on the churches 
and partial insurance on the residences. 
* * s 

Urbana, Tll., Oct. 12—The Railroad Y. M. 
Cc. A. building was destroyed by fire today. 
The association is the largest on the east- 
ern Big Four division. The insurance 
was not placed locally, 


Chicago, Oct. 15—Fire caused $75,000 
loss in one and two-story brick and frame, 
on the East Side of South Union avenue, 
between 2ist and 22nd streets, owned by 
William A. Fuller. It was the unsprink- 
lered part of the plant. Insurance under 
general form: 
Aachen & M.$ 5,000 





Lon. & Lanc..$ 5,000 


Brit.-Amer.... 10,000 Merchants... 5,000 
Connecticut $1,500 North Brit. & 
Continental .. 10,000 Mercantile. 40,000 
Dubuque .... ,000 National, Ct.. 25,000 
Firemens F.. 5,000 Prov., Wash.. 5,000 
Ger. Al, .... 15,000 Pitts. Under... 5,000 
General ..... 7,500 Royal ....... ,000 
yer. Am., N.Y. 15,000 Home ....... 5,000 
Ins. Co. of 4 
i RS 06 cho 15,000 

Occupied by S. Karpen & Bros. Cor- 
poration, known as dry kilns. Insurance: 
Brit. Amer...$15,000 Merchants... 6,000 


Connecticut.. 72,500 
Calumet Und. 30,000 
Fire Asso.... 


Mech. & Trad. 12,125 
National, Ct.. 77,625 
North Brit. & 


Fid. Phenix.. 25,000 Mercantile. 27,000 
General .... 17,500 Phila. Und.... ,500 
Ger. Bah vicaiin $10,000 F 


Rocky Ford, Colo., Oct. 8—There is a 
75 percent loss on the stock of dry goods 
and notions in the store owned by Mrs. 
Carrie Bonta. The store was located in 
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TOTAL LOSSES PAID IN THE 
UNITED STATES $28,000,000 
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Organized in 1854 


urg Aremen 
Sire Insurance Company 


HAMBURG, GERMANY 


Entered United States in 1858 





United States Branch: 123 William Street, New York 
H. N. KELSEY, Manager 





Pacific Coast Department: 340 California St., San Francisco, Cal. 
MARSH & McLENNAN, Managers 








AGENTS WANTED IN UNREPRESENTED POINTS 











lodge of the I. O. O. F. on lots 3 and 4, 
bk. 5, on which there was a loss of $1,200. 
Insurance on building: 

N. W. —geeebeg <o* Security 


American =: Oe Firemens .... 1,000 
Insurance on stock: 
National, Ct..$1,000 Security ..... $1,000 
L. & L. -5.2,000) Bty Pash. .:..« 2,500 
Fire. Fund... 3,500 N. W. Und 2,500 
State Pa...... 4.000 Palatine ..... 2,500 
Glens Falls... 2,000 N. B.& M.. 2,500 
Firemens .... 1,000 North Amer 4,000 


N. W. Natl... 2,000 
* e s 


Rocky Ford, Colo., Oct. 12—The Rocky 
Ford Canning Co., situated on lots 1-5, 
bk. 26, is a total loss. Insurance: 
American .-$2,000 Glen Falls....$1,000 
N. Y. Und.... 1,000 Firemens .... 2,000 
Amer. Cent... 1,000 ‘ 
Clyde, Kan., Oct. 11—The school house 
in the second district of this city was 
damaged by fire which caused a loss which 
is estimated to be almost total. The 
fire was started by sparks on the roof. 
Insurance on building: 

Coml Union. Se 4 Phila. Und....$1,500 


National ..... North Amer.. 2,500 
Ger. Amer.... 1,000 

Insurance on furniture: 
National ....<. $ . Ger. pt ee $500 


St. Joseph, Mo., Oct. 10—There is a 
$6,000 loss on the warehouse of the F. 
Endebrock Trunk Co., 1413 S. 14th street. 
Insurance: 


New Hamp...$1,500 North Amer. .$2,500 
Newark ...... 2,000 L.& L. & G... 1,000 
Springfield ... 4,000 | 


Cleveland, Ohio, Oct. 10—There is a loss 
estimated at $5,000 on the Euclid Realty 
Co., 580-9 Euclid avenue, with insurance 


of $20,000. The fire started in a pile of 

rubbish in the rear. Insurance: 

Comm’w’h ...$4,500 Queen ....... $2,500 

North Amer.. 2,000 Reliance ..... 1,500 

Aetna ........ 2,500 Springfield ... 7,000 
* * * 


Detroit, Mich.—Fire in building at Bates 
and Woodbridge streets, owned by the 
J. L. Hudson estate, caused loss esti- 
mated at $50,000. Companies interested: 
Buffalo German, Continental, Fidelity Un- 
derwriters, Arizona, Sterling, Detroit Na- 
tional, First National, Springfield, West- 
ern of Toronto, Royal Exchange and Ger- 
man of Peoria. cae 

Emmett, Mich., Oct. 17—This town was 
practically wiped out by fire today. The 
business district is entirely gutted. 

* a . 

Cincinnati—A_ practically total loss oc- 
curred at 3833 Spring Grove avenue Mon- 
day, in a one-story frame building owned 
and occupied by J. Stacks & Son as a 
second-hand store and dwelling. The 
amount of loss has not yet been deter- 
mined. ete 


s 

Milwaukee, Wis., Oct. 15—The two- 
story frame box factory owned and occu- 
pied by A. Schwartz & Son, 189 Barclay 
street, was totally destroyed by fire of 
unknown origin on Sunday at 3:24 p. m. 
The one-story frame barn at 183-185 Bar- 
clay street, rear, owned and occupied by 
the same concern, was badly damaged. 
Insurance on the factory building: 
| la a: POA $1,000 Granite State. ..$750 
Wimsbeg City.. 500 

Insurance on contents, Arizona, $750. 

Insurance on barn building, Granite 
State, $750; on contents, Arizona, $1,000. 

The one-story brick factory at $45 Ore- 
gon street, owned by the Rugee estate 
and oceupied by the Prime Manufacturing 
Company, was slightly damaged. Insur- 
ance on building: Commonwealth, N. Y¥., 
$2.500; State, Eng., $2,500. 

In the same fire slight damage was 
done to the two-story brick and frame 
ean factory at 241 Oregon street, owned 
by the Rugee estate and occupied by the 
Cream City Can Company. Total insur- 
ance on building, $8,500; on contents, 
$21,500. ip Saab 


Rardin. Til, Oct. 15—Fire completely 
destroyed the store and poultry house be- 
longing to O. M. Browning. 

* * s 

Milwaukee, Wis., Oct. 17—The three- 
story brick printing shop and neckwear 
factory, owned by Mrs. H. Winner and 
occupied by Wetzel Brothers Printing 
Company and L. Friedman, was damaged 
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000 on buildings and contents by fire of 
unknown origin at 3:35 a. m. Oct. 17. Fol- 
lowing insurance on building: 


St. Paul... $ 2,500 Palatine .....$ 2,500 
Ham.-Brem 2,500 L.& L.& G.. 15,000 
Cy 2,500 Ohio Farmers 2,500 
North'n, N. Y. 2,500 

Following insurance on contents: 
German All...$ 500 Franklin ..... $ 500 
i RARE 1,000 Union, Eng... 1,000 
American ..... ae ee 
Queen ........ 1,500 Germania .... 1,000 
Mil. Mech..... 1,000 Hanover ..... 
Standard .....- 500 National, Ct... 509 
Re 1,000 Phoenix, Eng. 1,500 
Westchester .. 1,500 W’msburg City 3,000 
Germ. Mut.... 1,000 Lumbermen’s . 1 
Keyst. Und.... 500 Pennsylvania . 
Fid.-Phenix .. 1,000 Reliance ..... 1 

ueen ........ 500 Comwith . 
Ins. Co. N. A.. 500 Lon. & Lanc.. 
Humboldt .... 500 Peo. Nat’l..... 
State, Eng... 


Germania . 


Mercantile . 1,500 Hanover ..... 
North’n, Eng.. 1,500 Ger.-Am., N. Y 
London A...... 1,000 Nord-Deut. ... 
Pennsylvania . 500 Pennsylvania . 
DIDS 56 oscwiaie« 1,000 Com. Un., N. ,000 
National, Ct.. Niagara ...... 1,000 
West’n, Tor... 1,000 Agricultural .. 500 

Following insurance contents of L. 
Friedman: 


Prov. Wash...$3,000 Frmn’s Fund. .$3,300 
Phoenix, Eng.. 2,000 Pitts. Und..... 1,500 
National, Ct.. 4,500 Royal ........ 2,000 
Continental .. 2,000 | m 


Chicago, Ill., Oct. 17—Fire in the State 
Hospital for the Insane at Dunning caused 
a loss estimated at $12,000 with no insur- 
ance. The fire started in a group of barns 
on the hospital farm and destroyed about 
1,000 bushels of oats besides two barns. 
The fire was supposed o have been started 
by a careless smoker, or, crossed wires. 


La Salle, Ill., Oct. 13—There is another 
loss to the La Salle Driving Park Com- 





in an aggregate sum of $15,000 to $17,- 


pany. This concern sustained a loss Aug. 








21. Some attribute the fire to labor trou- 
bles in which the assured is interested, 
but local agents do not think the labor 


people had anything to do with it. The 
insurance is as follows: 

Ger.-Amer. 0 Norw. Union.. .$300 
MOD: alae oepiesdserele Continental ... 400 
Fid.-Phen. ..... 700 Phoenix, Eng... 460 
North., Eng.... 600 Atlas ......... 300 
Springfield .... 300 Agricultural ... 300 
Citizens ....... 500 Aach. & Mun.. 300 


a * * 

Dixon, Tl., Oct. 16—The Pratt-Reed Gro- 
cery Co., 91 Galena avenue, suffered an 80 
percent loss from fire caused by an over- 
turned stove. Insurance: 

Fire. Fund....$1,000 Atlas ........$1,000 
Palatine ..... 1,000 Coml. Union.. 1,000 
Home ....... 2,000 : Germania -.-- 1,000 


Hurley, Wis., Oct. 10—The saloon build- 
ing, stock and fixtures of J. J. DeFer were 
damaged by fire with a loss estimated at 


almost 50 percent. Insurance: 

Aetna ........$1,000 Phila. Und... .$1,000 

Royal ........ 1,000 North Amer... 1,000 

Westchester . 1,000 Palatine ..... 1,000 
-B&M... 1,000 | Pa. Fire...... 1,000 


Independence, Kans., Oct. 11—There is a 
$65,000 loss to the Western States Port- 
land Cement Company of this city. The 
loss was on items.1, 2 and 8. The fire 
started in roof of boiler house. A total 
of $342,100 insurance on the general form 
is involved. Insurance: 

Phila. Und...$11,700 Springfield ..$50,000 
Nia.-Det. Un. 10,000 Nor. Union.. 61,200 
Ger. Amer.... 25,000 


Y 23,000 Fire Assn.... 20,000 
Orient ...... 16,500 Home ...... 0,000 
N. B. . 25,000 Phoenix, Eng. 10,000 
Niagara ..... 15,0 Hanover .... 10,000 
Northern ... 15,000 | 4 


Detroit, Mich., Oct. 13—The Detroit 
Stove Works, located on the south side of 
East Jefferson avenue, at the river, suf- 
fered a 5 percent loss. The upper three 
floors of their five-story building were 
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damaged. The fire was caused by an ex- 
plosion in the tube carrying enameling 
material from third to the fourth floor. 
There was $1,100,000 insurance carried by 
the concern on the blanket ede ot actee 
in stock companies and $500,000 in mutu- 
als. Insurance in stock companies: 

National, Ct. i 5,000 Amer. Cent.$ 25,000 
New Hamp. 100, 000 Phoenix, Ct. 50, 000 
Pa. Fire.... 100, 1000 r Hartford was 50,000 


Milwaukee, Wis., Oct. 15—Fire of un- 
known origin on Sunday at 4:41 p. m. 
caused damage to elevator B of the Mil- 
waukee-Western Malt Company, 163 South 
Water street, and stock of barley malt, 
approximately $200,000, according to best 
estimates available at this time. The 
building was a five-story frame and cor- 
rugated iron structure, which was ruined. 
There will be some salvage on contents. 
Insurance on ge eng 





Aetna ....... 7 Amer. Cent...$ 5,000 
Amer. Cent 2,500 Amer. Eagle. 2°5 00 
Atlas ....... 5,000 Automobile .. 2,500 
Boston ...... 5,000 City of N. Y. 5,000 
Concordia ... 5,000 Firemen’s ... 5,000 
Frmns. Fund. 5,000 Franklin .... 5,000 
Globe & Rut. 7,500 Com’l Union.. 7,500 
Hanover .... 5,000 Home....... :000 
L.& L. & G.. 15,000 London ..... 7,500 
Lon. & = 7,500 Mercantile 35,000 
Hartford . 00 Niagara ..... iy 
North., Eng.. 5,000 Orient ...... 15,000 
Pennsylv. -.. 10,000 Phil. Und 5,000 
Prus. Nat’l... 5,000 Royal ....... »50 
Queen .. .. 12,500 Western, Tor. 5,000 
Reliance .... ,000 ——_—. 
Springfield .. 5,000 Total .....$235,000 
Insurance on all stock: 
Reliance ....$ 2,500 Aetna ....... 5,000 
North., Eng.. 2,500 Prus. Nat'l. 2,500 
Boston ...... 2,500 City N. Y. § 5,000 
American ... 5,000 Automobile .. 27500 
Nat’l Union.. 2,500 Scot. U. & N. 5,000 
BRAS .ccccee 5,000 Prov. Wash.. 5,000 
ere 5,000 Mercantile ... 30,000 
Queen ...... 5,000 L.& L. 5,000 
Palatine .. 5,000 Com. U., Eng. 5,00 
Lmbrmen’s .. 2,500 Aetna....... ,500 
Hartford . 5,000 Fire Ass’n... 2,500 
Franklin 2,500 Ohio Farmers 2,500 
Royal ....... 2,500 Hanover .... 2,500 
Royal ....... 2,500 Pennsylv. ... 2,500 
Queen ....... 2,500 Connecticut . 2,500 
Prov. Wash.. 2,590 Phoenix, Ct.. 2,500 
Ger. Far. Mut. 2,500 ——_- 
Pennsylv. ... 2,500 Total .....$150,000 
Niagara ..... 2,500 


INSTITUTE MEETING 
IS ON AT CLEVELAND 


(CONTINUED FROM PAGE 2) 


tee was read by Mr. Richards. D. N. 
Handy, chairman of the educational 
committee, presented an exhaustive re- 
port of the work that has been done. 
Mr. Handy said that out of the total 
number of students taking the examina- 
ions, a majority are members of the 
societies and clubs which conduct night 
schools. He urged that the institute 
consider plans for reaching more of 
those who are not so located as to affil- 
iate with the local organizations. 

There were 464 pupils enrolled in the 
classes of the eight organizations which 
conducted night schools. However, 
only 130 registered for examinations 
and 96 actually took the examinations. 
Diplomas were awarded to eleven stu- 
dents. 

The methods of examining the pa- 
pers have been changed, so that all the 
papers on any subject are assigned to 
one member of the committee. This 
has not been conclusive to speed, but it 
is believed the results are better. 


Material for Text-Books 


Mr. Handy detailed the manner in 
which the committee sought to secure 
material for the text-books through 
subcommittees whose members formu- 
late the matter, present it to the so- 
cieties for suggestions, then rearrange 
it in accordance with them and report 
back to the main committee. A large 
amount of material has been thus col- 
lected, but the general committee felt 
that at least one branch of informa- 
tion sought should be tentatively com- 
pleted, so that it could be presented to 
the institute at this conference. That 
on building construction was selected 
for this purpose and the committee had 
printed a book of considerable size on 
this subject. It will not be given out 
for inspection, however, until all 
changes and corrections suggested at 
this conference have been incorporated 
in it. 

In his report as chairman of the 
membership committee, Walter C. 
Chandler said that the greatest diffi- 
culty met is in showing people what 
the organization has to offer. When 
the text-books and study outlines are 
completed, he said, they will offer just 
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the material needed in the work of ex- 
tending the membership. Following 
this plans were discussed for securing 
lantern slides to be used in the educa- 
tional and extension work. 


Discussion on Bulletin 


As chairman of the committee on 
publications, Mr. Chandler gave ap- 
proximate estimates of the cost of 
printing bulletins of different kinds. 
One speaker said that the only draw- 
back will be to induce those societies 
which now publish their own papers to 
give them up in favor of a general pub- 
lication. Several speakers felt that if 
the local organs are to be given up a 
certain amount of space should be ac- 
corded each organization in the general 
publication. An interchange of pub- 
lished lectures, information and news 
among the various organizations, it was 
argued, would be much better than the 
Iccal lectures and information among 
the members of each organization. 

A motion, made by D. N. Handy, au- 
thorizing the committee to publish not 
to exceed two issues of a four-page pa- 
per, in the way of experiment, was 
passed. 

Reports were presented from the so- 
cieties of Philadelphia, Chicago, Bos- 
ton, New York, Hartford, Cleveland, 
San Francisco, Memphis, Nashville, 
Manchester, N. H.; Watertown, N. Y., 
and Baltimore. 

The delegates were entertained at 
luncheon Tuesday by the Cleveland 
Fire Insurance Exchange. 


Building Construction Text Book 


Much of forenoon session Wednesday 
was devoted to the outline textbook on 
building construction. It was taken up 
page by page and many corrections and 
additions were suggested by delegates. All 
were carefully noted and will be included 
in the second draft. This book is in- 
tended to serve as a guide to students in 
the junior study course and contains di- 
rect references for the detailed informa- 
tion on the various topics. In his discus- 
sion of the book Chairman D. N. Handy of 
the educational committee said the orig- 
inal intention was to prepare books con- 
taining the actual information needed, but 
that the work was found too enormous to 
undertake in the beginning. That may 
come later, but for the present the brief 
work in hand will serve the purpose. Books 
on other subjects will be completed as 
rapidly as possible. 


Nonaffiliated Students 


Another topic discussed was how to 
reach students not affiliated with local or- 
ganizations. It was found that the local 
organizations have various methods of 
accomplishing this. Most of them admit 
nonmembers to study classes on the pay- 
ment of certain fees, but in some they are 
classed as associate members or desig- 
nated in some other way. The belief pre- 
vailed that the institute should not take 
up the correspondence plan at this time, 
because of the complicated machinery nec- 
essary to carry it out and the attendant 
expense. It was suggested that the ter- 
ritory be distributed and that the work 
be left for the present with the local or- 
ganizations. 

On motion of Mr. Kenney a committee, 
consisting of the president, secretary and 
chairman of the educational committee, 
will take up the matter and report at the 
next conference. 

Plans for increasing number of stu- 
dents taking examination were discussed 
Tuesday evening. A. T. Graham presided 
during both discussions. 

After luncheon on Wednesday the dele- 
gates visited the plant of the Sherwin- 

lliams Company, and then, as guests 
of the Insurance Club, made an automo- 
bile tour about the city and vicinity and 
enjoyed dinner at the Country Club. 

Further consideration of the book was 
taken up at an evening session and the 
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NEWS OF FIRE PREVENTION 


Timely Comments on Hazards, 
Protective Devices and 


Kindred Topics 


PARKED CARS FIRE HAZARD 








Kansas Fire Prevention Association 
and State Fire Marshal Are 
Studying Conditions 


The fire hazard of parked automobiles 
just now is occupying the attention of 
the Kansas Fire Prevention Associa- 
— and L. T. Hussey, state fire mar- 
shal. 

Investigation in several of the larger 
Kansas towns has revealed the fact that 
in some places the cars are parked so 
closely together that, in the event of 
one of them taking fire, it would be 
practically impossible to get many of 
the other cars out of the way and 
what the insurance men call a “nasty” 
fire would result. The gasolene and 
oil in the cars would make it a hard 
fire to fight, and as the cars are nearly 
always parked thickest in front of the 
most valuable blocks the spreading of 
the flames might readily become dis- 
astrous. 

Charles F. Hardy of the state fire pre- 
vention association has the matter in 
charge and in the near future the asso- 
ciation wilt be prepared to present 
plans and recommendations for regulat- 
ing the parking of cars with a view to 
lessening the hazard. 


FIRE PROTECTION NOTES 


Wausau, Wis., has contracted for 2,000 
feet of fire hose. 

Shawano, Wis., will lay 1,100 feet of 
4-inch extensions to the water system. 

At Castlewood, N. D., an election author- 
ized an issue of $20,000 waterworks bonds. 

LaCrosse, Wis., is considering bids for 
furnishing two automobile hook and lad- 
der trucks. 

Superior, Wis., has purchased fifty-nine 
fire extinguishers for the equipment of 
the public schools. 

A volunteer fire department has been 
organized at Lawton, Mich., equipped with 
chemical engine and other apparatus. 

At Richland, Ore., an election will be 
called to vote on the proposition of issu- 
ing $20,000 waterworks bonds. 

LaGrange, Ky., is organizing a $60,000 
corporation to establish and wistntadss a 
light, power and water company. 

The Milwaukee fire department has 

placed in service a motorcycle, with side- 


casualty courses of study were discussed. car, carrying one man besides the driver, 








and is equipped with a liberal supply of 
smali hand extinguishers, in addition to 
a medium sized chemical tank. 

‘The October meeting of the Tennessee 
Fire Prevention Association will be — 
at Sweetwater, Tenn., on Tuesday, Oct. 

Evansville, Wis., has appropriated $1, see 
for the purchase of a combination chemi- 


eal fire extinguisher and hook and ladder 
truck. 


Gravity pressure is a success in Shoals, 
Ind., where tests have proved that the 
local system will throw water more than 
40 feet above the top of the highest build- 
ing on Main street. 


The Bay City, Mich., fire department re- 
sponded to 102 alarms during August and 
to 96 in September, acording to the re- 
port of Chief C. H. Crampton. The ma- 
jority of the alarms came from grass 
fires and the losses are, of course, small 
but the number of runs establishes a rec- 
ord for the department. 


San Angelo, Tex., will have another 
motor driven fire wagon, the large $10,000 
auto fire truck being too heavy for or- 
dinary service in that western town with 
few paved streets. It must be augmented 
with a faster machine. 

At the Michigan Library Association's 
annual meeting at Lansing last week, 
it was declared that the entire upper floor 
of the state capitol library is a fire trap 
and a menace to life, to the building and 
to the collection of historical books of 
almost priceless value to Michigan. 

Three Rivers, Mich., population 6,000, 
has just installed a motor fire truck of 95 
horsepower, combination hose chemical 
and ladder truck. Chief Noel E. Foster 
states the new truck carries 1,500 feet 2%- 
inch hose, 50-gallon chemical tank and 
250 feet chemical hose, 50 feet of ladders 
and two small Babcock chemicals and he 
believes Three Rivers is right up-to-date 
with this equipment. 

William R. Trotter, chief of the She- 
boygan, Wis., fire department, has re- 
quested the common council to furnish the 
department with the following equipment: 
One aerial 65-foot extension truck, includ- 
ing four 14-foot pompier ladders; one re- 
spirator; one automobile for the use of 
the assistant chief, both for inspection 
work and general duty; one runabout for 
the department electrician. 

Charlotte, Mich., one year ago purchased 
a Duplex motor fire truck and according 
to the report of Fire Chief Newlon sub- 
mitted to the council recently it has cost 
the city just $43.60 to maintain it 
during the year. This amount includes 
gasolene, oil and all repairs. During the 
year the department responded to 62 calls. 
The cost of the team of horses on the 
hook and ladder truck for the same period 
was $326.91 the report shows. 


os 
Hints for Programs 


The National Fire Protection Asso- 
ciation has gotten out a pamphlet to 
assist local organizations in consider- 
ing the subject of fire prevention. It 
gives topics for fire prevention meet- 
ings and suggestions for their arrange- 
ment. 

——_ = 6 


Our hat always comes off to the man 
who minds his own business, because we 
feel he is taking good care of his own 
business. 
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WISCONSIN STATE FUND 

Ir any private fire insurance com- 
pany were in the financial condition 
that the Wisconsin state fire insurance 
fund is today, the insurance commis- 
sioners would not allow it to proceed 
in writing any new business. The 
state fund’s assets “consist of consid- 
erably over half of borrowed money 
that it owes the general fund of the 
state. The recent fire in one of the 
buildings of the University of Wiscon- 
sin will impair the fund something like 
$100,000, counting the borrowed money. 

This is the result of the visionary 
and socialistic administration of the 
insurance department that was in vogue 
before the present incumbent stepped 
in. Wisconsin has been led into many 
strange paths, has been experimental in 
its legislation, and altogether the tax- 
payers have paid a huge sum to the 
dreamers that have been holding the 
reins at Madison. Wisconsin could 
much better have afforded to have pur- 
chased its insurance from private com- 
panies. In addition to depriving com- 
panies of insurance on its state proper- 
ties, it gathers a large amount of money 
from them in the way of taxes every 
year. In other words, Wisconsin 
squeezes all it can out of the fire in- 
surance companies and then goes into 
competition with them in writing its 
own property. This is a governmental 
inconsistency and does not reflect any 
credit on the great state of Wisconsin. 





LESSON TO BE LEARNED 


Tue loss in Chicago Sunday of the 
dry kiln of S. Karpen & Bros. Corpora- 
TION brings to mind the fact that re- 
cently there have been a number of 
serious losses in the unsprinklered sec- 
tions of otherwise equipped plants. In 
most cases the unequipped part is 
written under general form with the 
sprinklered section. The rate is made 
low enough on the unsprinklered part, 
so that it does not pay an assured to 
put in an equipment. It would seem 
that this covering of a general form 
under these conditions, at a low rate 
for the unsprinklered section, is poor 
underwriting. The factory mutuals 
tried out this plan for a number of 
years and found they were called upon 
to pay loss after loss where the fire 
originated in the unequipped part. This 
led them to penalize the unsprinklered 
section to such an extent that it paid 
an assured to have all his plant 
equipped. 

It would seem that the rating au- 


and make it an object to the assured to 
not leave any of his plant unprotected. 
A number of recent fires might be cited 
to show that it is mighty poor policy 
for insurance companies to encourage 
leaving a small part of a plant un- 
sprinklered by allowing a general form 
to be written so that it is money in the 
assured’s pocket not to have all parts 
equipped. 





THE WORD “INSURER” 


THE word “insurer” means a person 
or corporation that insures othey per- 
sons and corporations against loss. It 
never means a person or corporation 
that takes insurance. 

The word is much abused and came 
in for its annual period of misuse 
during the recent convention season. 
In an address by a supervising official 
one finds the word used properly on 
page 1 and improperly on page 3. 





HAMPERED ABROAD 


It took a man from the field of finance 
to present one, of the strong arguments 
against the “American plan” of confining 
insurance companies to certain classes of 
business. GrorGe E. Roserts, assistant to 
the president of the National City Bank of 
New York, told the Fire UNpERWRITERS 
ASSOCIATION OF THE NorTHWEST that 
American business must be assisted by 
American insurance if it is to hold its 
present foreign trade after the European 
war and if it ever hopes to make inter- 
‘national trade gains. American compa- 
nies, he said, must establish foreign 
branches, as must American banking 
houses, and they must meet the competi- 
tion of the branches of foreign companies. 
In these branches all forms of insurance, 
including life, must be written. The state 
laws under which the companies are char- 
tered and licensed would prevent this. 

The problem of removing this legal bar- 
rier is a big one. The Webb bill before 
Congress might remove the difficulty that 
competing manufacturers in the United 
States have found in the federal statutes, 
but to get relief measures through at least 
forty of the state legislatures to clear the 
tracks for international insurance conquest 
by American companies is somewhat more 
difficult. 

Mr. Roserts says that American con- 
tractors and American traders must have 
the credit service of American bank 
branches abroad and the protection of 
American insurance companies, granted 
through foreign branches. 

He means that materials and merchan- 
dise when shipped must be insured by 
American marine companies, that they 
must be insured on their arrival at their 
destinations in American fire companies 
and that the persons responsible for them 
in those foreign lands must be bonded in 
American companies. He means that the 
contractors and subcontractors doing work 
abroad must furnish bonds guaranteeing 
the quality of the goods they agree to de- 
liver and their ability to deliver, or guar- 
anteeing their ability to do the construction 
work for which they secure contracts. It 
also means that whatever liability or com- 
pensation insurance is required by law, and 
the laws of many South American repub- 
lics contain compensation acts, should be 
written by American companies. 





SoME men stand pat on a pair of deuces 


Personal Side of the 
Insurance Business 





I. S. Blackwelder of Chicago, assist- 
ant secretary of the governing commit- 
tee of the Western Union, was unin- 
tentionally shoved off the boards of 
the Fire Underwriters Association of 
the Northwest in THE WESTERN UNDER- 
WRITER last week, when the statement 
was made that J. L. Whitlock of the 
Glens Falls was the only living presi- 
dent of the Northwest association pre- 
vious to the administration of H. C. 
Eddy of the Commercial Union, who 
served in 1891. Mr. Blackwelder was 
president of the Northwest association 
in 1878 and, therefore, is the senior 
living ex-president. A newspaper al- 
ways gets into trouble when it refers 
to any person as “the only” or “the 
best” or “the most brilliant,” and so 
on. Mr. Blackwelder has taken a deep 
interest in the affairs of the Fire Un- 
derwriters Association of the North- 
west ever since it was organized. He 
was the second president of the Life 
Members Society and is held in high 
+ agg by insurance men who know 
him. 


F. C. Barkman, Jr., who has been with 
the Kansas City, Mo., office of the West- 
ern Adjustment for eight years, has been 
transferred to Chicago and will be on 
the staff of the central office. Mr. Bark- 
man has made a success in the adjust- 
ment field and is the son of F. C. Bark- 
man, Sr., the esteemed manager of the 
Detroit office of the Western Adjust- 
ment. The adjustment and field men 
will give Mr. Barkman a farewell din- 
ner in Kansas City on the evening of 
Oct. 30. 


Elwin W. Law of the Royal’s west- 
ern department, has been on an agency 
trip through Colorado, Kansas and Ne- 
braska. He accompanied the state 
agents through the main centers, the 
trip occupying about a month. Mr. 
Law made qa good impression among 
the agents, who were glad to have an 
office man get in touch with the pro- 
ducers. 

Willard Done, former Utah insurance 
commissioner, who has been engaged 
in the agency business at Salt Lake 
since his retirement as assistant coun- 
sel for the National Board on the Pa- 
cific Coast last year, is suffering from 
a nervous breakdown. The chances for 
his early recovery are so poor that his 
family has disposed of the agency. He 
was chairman of the executive commit- 
tee of the Insurance Commissioners 
Convention and during the San Fran- 
cisco exposition was active in the insur- 
ance side of that event. 


Miss Florence Wessell, who has been 
with the Charles D. Bennett Agency of 
Detroit for eight years, the last two as 
secretary and treasurer, was married 
last week to Charles Henry Schreiber 
of Cleveland, Ohio, one of the star auto- 
mobile salesmen in the Chalmers or- 
ganization. Miss Wessell was well 
known to the insurance people of De- 
troit and also to the clients of the 
Bennett office. She has superior busi- 
ness ability and a comprehensive 
knowledge of the insurance business. 
She made a great success of insurance 
work. 

There is a certain charm about the 
home office of the Camden Fire at 
Camden, N. J., that. always impresses 
visitors. The whole layout of the build- 
ing is unique and although the build- 
ing has been added to from time to 
time, as the business demanded, it 
serves its purpose as well as many of 
the newer home office structures. It 
was originally a small two-story build- 
ing on Federal street. After some 
years it became necessary to extend the 
building to the rear of the lot. Later 
more front space was added and still 
later a similar extension was made to 
the rear. 








thorities should investigate this matter 


and then holler because they don’t wim. 





served in what is now the center of the 
building. This is now used as a garden 
and is a beauty spot that is visible from 
nearly all quarters of the office. In a 
.few corners of the office are to be found 
in suitable cages canary birds—the 
kind that really sing. The whole im- 
pression is one of comfort and satis- 
faction, and is a pleasant contrast to 
many of the large city offices. 

D. M. McFarland, associate manager 
of THE WESTERN UNDERWRITER, with 
headquarters in Chicago, has become 
connected with the “Spectator” as busi- 
ness representative, and will be located 
at its Chicago office. Mr. McFarland 
has been connected with THE WESTERN 
UNDERWRITER for about six years, start- 
ing with the organization as compiler 
in the insurance directory department. 
During later years he has had charge 
of the detail work of the Chicago office 
and has been quite a factor in the sales 
organization. Mr. McFarland has been 
a very faithful and conscientious work- 
er, who has made a study of not only 
the publishing but the insurance busi- 
ness. He will carry with him the best 
wishes of his associates on THE WEsT- 
ERN: UNDERWRITER Staff. Albert J. Wohl- 
gemuth, secretary of the publishing 
company at Cincinnati, will ‘be trans- 
ferred to the Chicago office to succeed 
Mr. McFarland and to take charge of 
the sales work. 


Wellington D. Potter of Hartford, 
special agent at the home office of the 
Travelers, is one of the live young 
men in the sales line today. Mr. Pot- 
ter is an assistant to Superintendent 
of Agents Giddings, helps in the Trav- 
elers school, and does considerable field 
work among the agents. Recently he 
has been in Wisconsin, assisting the 
Travelers men there. Mr. Potter comes 
from the newspaper field and is re- 
garded as one of the best posted men 
today in various casualty lines. 

H. J. Houge, assistant secretary of 
the Scottish Union & National, came 
out to attend the Northwest meeting 
at Chicago, and since then has been 
visiting different cities in the west. 
Last week he was in Minnesota and 
this week he is in Missouri, accom- 
panying State Agent John W. Herd on 
an agency trip. 

The awarding of the degree of bach- 
elor of arts to Earl W. Thomas of St. 
Louis, state agent of the Queen in Mis- 
souri, by Indiana University, brings out 
an interesting experience in his college 
life. Mr. Thomas is one of the leading 
field men in Missouri, is prominent in 
the associated activities of the business, 
and belongs to the well known Thomas 
family, who have been in fire insurance 
in the west and southwest for many 
years. 

Mr. Thomas has been out of college 
for twelve years. It is an uncommon 
thing for a man in business life to have 
his ability recognized by a university 
after so long a period. While attend- 
ing Indiana University Mr. Thomas 
was very prominent in college affairs. 
He was president of his class during 
freshman year. He captured the Foster 
prize of $25 for the best historical 
essay in his junior year. During his 
senior year he was business manager of 
the “Indiana Daily Student.” 

While Mr. Thomas was president of 
the freshman class, his men pulled off 
the usual class fight and he was called 
before the faculty and given the choice 
of telling who participated in the affair 
or having one year’s credits withheld. 
Mr. Thomas never showed the “yel- 
low” and hence would not divulge any 
information. During the last part of 
his senior year he learned that the fac- 
ulty would not permit him to graduate. 
Now, however, having made a record 
for himself in his chosen field, his col- 
lege has recognized his ability and has 
apppreciated that an injustice was done 
to him. Hence, at the commencement 
exercises last spring, the degree was 
conferred upon him. Mr. Thomas 1s 4 
well known fraternity’ man, being 2 
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Casualty and Surety Comment 











SURETY EXPENSE RATIOS 


LinkING the surety with the casualty 
business has often led to unfortunate 
results, and there is danger of its do- 
ing so again if the insurance commis- 
sioners consider the expenses of the 
two classes together. 

The purpose of an insurance com- 
pany, from the standpoint of the pub- 
lic, is to distribute losses, and within 
certain reasonable limitations, the 
smaller its charge for this service the 
better the public is suited. The best 
service of a surety company is not in 
paying losses, but in preventing them. 
In a very large number, perhaps a ma- 
jority, of cases a surety loss indicates 
that the wrong person was selected for 
some service—an employe who was 
wanting in integrity, a fiduciary who 
had poor judgment or was ignorant, a 
contractor who was incompetent or un- 
dertook too much. The surety com- 
pany which by reason of experience 
and care is able to weed out in ad- 
vance some of the unfit by refusing to 
bond them and, by watchful supervi- 
sion, to prevent others from causing 
losses, serves the public better than it 
would by allowing the losses to occur 
and then paying them. 

But all this prevention work costs 
money. It requires capable underwrit- 
ers, high-grade representatives in the 
field, much legal advice and constant 
alertness on the part of the whole or- 
ganization. We submit that the AMEr- 
ICAN SuRETY, by running up an expense 
ratio of 59 percent for the past ten 
years and thus holding down its loss 
ratio to 24 percent, has served the pub- 
lic better than if it had kept its ex- 
pense ratio down to 39 percent and 
permitted its losses to run up to 44 
percent, or possibly 60 percent. 

Surety is somewhat like steam boiler 
insurance, which is not purchased for 
the purpose of receiving money as loss 
payments, but for the inspections to 
prevent losses. 





TRAVELERS SCHOOL 

THE TRAVELERS is doing much in its 
agency school at the home office to 
prepare men for work in the office and 
field. For instance, a young man who 
desires to enter casualty lines has to 
pass four or five different men at the 
home office before he is admitted to 
the school. In this way the incompe- 
tent material is weeded out at the start. 

Then he is given six weeks of active 
training along lines that will be needed 
in the service. Whether he becomes a 
solicitor, a cashier, a counterman or 
what not, special training is provided 
for him, so that he does not enter the 
work as an absolutely green man. The 
TRAVELERS has been keeping tab on the 
men that have been through its school, 
and the statistics show that four out 
of five men that get into the work are 
successful. 

This preliminary training is along in- 
tensely practical lines. As the men 
come in they are picked out for the 
work fot which they are best fitted, 
whether as office men or salesmen. An 





1 
effort is made to develop a cashier or 


a counterman into a special agent if 
he has the sales stuff in him. 

During the six weeks each man is 
paid a salary. The theory is that he 
must not have on his mind the thought 
of where he is going to get money to 
pay his board bill and to meet the nec- 
essary expenses. Along with the train- 
ing school the men are given every 
inspiration and encouragement to mas- 
ter the features of the business into 
which they enter. 








Experience of the 
American Fidelity 














The liability and workmen’s com- 
pensation experience of the American 
Fidelity, now nearing completion, is of 
more than ordinary interest. Having 
ceased to write these lines at the end 
of 1913, its premium income from them 
has ceased, with the possible exception 
of a few outstanding premiums, almost 
negligible in amount. It has been clear- 
ing up its losses as rapidly as possible 
and at the end of 1915 estimated the 
liability and compensation losses still 
outstanding as $115,298. This amount 
is probably too small, as the actual 
losses largely overran the reserves for 
losses for several years previous. 


Pigures Show Experience 


Assuming, however, that the pre- 
miums were all collected by the end 
of last year and that the loss reserve 
was correct, the following table shows 
practically the entire experience. 


Year Prems. Losses’ Ratio 
3 Ae 0 
$ 889 
9,310 13 
23,978 17 
47,551 25 
82,314 33 








BORE. ecclGns«% 1,513,659 566,797 37 
Se 1,288,249 1,067,944 83 
a} 1k ee ee 44,070 1,240,716 147 
oT es 25,143 482,849 1,912 
WRU s date oGis'e 4,355 268,173 6,158 
$5,464,500 $4,127,624 
Unpaid claims ........ 115,298 





$5,464,500 $4,242,922 
It will be noted that for the first 
nine years the loss ratio never became 
excessive, although it grew almost con- 
tinuously. That it did not grow more 
rapidly was due to the fact that the 
premium income was increasing very 
fast. In the tenth year the writing of 
business was slowed down and the loss 
ratio jumped to 83 percent, and the 
next year, with a reduced volume, it 

went to 147 percent. : 

Premiums Inadequate 


If the loss reserve at Dec. 31, 1915, 
be included with the losses paid, the 
loss ratio for the company’s entire his- 
tory is found to be between 77 and 
78 percent. While the expense ratio 
for liabilty and compensation insurance 
alone is not available, it was not far 
from 40 percent, the expense ratio for 
all lines being 42 percent for the past 
ten years. Without allowing anything 
for profit, the losses paid should not 
have exceeded 60 percent of the pre- 
miums received. As the losses, includ- 
ing the loss reserve, amounted to 
$4,242,922, the premiums should have 
been $7,071,537, or more than a million 
anda half dollars more than they were. 

Called a Profitable Company 


Yet the American Fidelity in its 
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ample of the tremendous profits cas- 
ualty companies were making. About 
1912 an Illinois business man, who at 
the time was endeavoring to interest 
employers in some sort of a mutual or 
profit-sharing stock compensation com- 
pany, was one who did this. 

The experience of this company only 
shows, as those of many others have 
done, that current figures are prac- 
tically useless as a guide either to the 
profits a liability company is making 
or as to its future stability. For years 
it showed a low loss ratio and a good 
“trade profit,” but at the same time the 
deferred losses that were to prove its 
undoing were piling up and insufficient 
reserve was being put up-to meet them, 
because the company did not know 
how much would be required and the 
requirements of the New York and 
Massachusetts laws were entirely in- 
adequate. 


trian as they are to the automobile oc- 
cupant. 

The far more rapid increase of acci- 
dents to the increase in registration is 
due to this congestion, for every addi- 
tional car on the highway is not only 
one extra hazard in itself, but an in- 
creased hazard to every car and pedes- 
trian. The hazard of accident in every 
line of human activity increases yearly 
and accentuates the necessity of acci- 
dent insurance. 

One of the remarkable facts in re- 
gard to accident insurance is that al- 
though the hazards covered by acci- 
dent policies have greatly increased and 
the policies have been liberalized in 
many particulars, there has been no in- 
crease in cost. 





Questions & Answers 














Automobile Accidents 
Are Increasing 














palmy days was held up by some per- 


sons, who knew no better, as an ex- ° 














The Massachusetts Highway Com- 
mission report just issued, says the 
Travelers; shows in one year an in- 
crease of 100 percent in accidents to 
occupants of automobiles, as against a 
registration increase of 30 percent in 
the number of cars. There was a large 
increase in deaths. This condition pre- 
vails throughout the country, and with 
the enormous output of cars for next 
year, many of the companies doubling 
their output, and with one company 
alone putting out 750,000 cars, the in- 
creased hazard of accidents following 
the congestion of traffic in both the 
city and country, is evident. The city 
streets are as dangerous to the pedes- 





INSURING TRUCK HORSES 
IN A LARGE CITY 


Question—What live stock insurance 
company will write horses used for 
trucks in a large city? The animals 
are valued at $300 or $400 each. 

Answer—We do not believe you can 
secure insurance on this risk. The 
Hartford Live Stock publishes rates 
on truck horses in cities of less than 
100,000 population, but the experience 
of several companies on this class of 
risks in large cities has been so bad 
that they have placed them on the pro- 
hibited list. One prominent live stock 
underwriter has been working on rates 
for this class, but he says it appears 
that they will have to be prohibitive 
to owners in order to be safe to the 
company. 

nn a 

“The best recommendation for a big 

job is a little job well done.” 
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CASUALTY AND SURETY NEWS 








CONTINEN TAL IN BUREAU 


GIVES REASONS FOR JOINING 





Present Conditions in the Compensa- 
tion Field Demand Close Co- 
operation for Good of All 





The Continental Casualty this week 
announced its election to full member- 
ship in the National Workmen’s Com- 
pensation Service Bureau. Since the 
branch bureau system was inaugurated, 
making it possible for companies to 
affiliate with branch bureaus without 
joining the national organization, the 
Continental Casualty has been one of 
the most active affiliating companies in 
Illinois and in some other territory. It 
concluded, however, that full member- 
ship was better. In notifying the 
company’s general agents Vice-Presi- 
dent H. A. Behrens goes at consider- 
able length into the reasons of this 
action. 


Mr. Behrens’ Statement 


He says in part: 


It is generally recognized that this 
situation at the present time is in critical 
shape, not only as regards stock com- 
panies, but also as regards mutuals, recip- 
rocals and state funds. The enormous in- 
crease of accident frequency during the 
past year has lessened the value of sta- 
tistics based on past operations to an 
extent that makes the adequacy of present 
rates a doubtful question. Only the very 
closest cooperation between all who are 
interested in the workmen’s compensation 
issue can bring about a satisfactory solu- 
tion of the present vexing problem of 
workmen’s compensation rates. This crisis 
has served to draw closer together the 
various contending factors in this situa- 
tion. Some companies have frankly with- 
drawn from the business. One important 
state fund has frankly taken steps 
which are equivalent to an _ increase 
in the premium charge. The factors re- 
sponsible for the increase in accident fre- 
quency have been analyzed, and while it 
may be years before the exact cause is 
determined, the condition is one which 
calls for immediate betterment. 

The Continental feels that it should bear 
its humble share towards solving the prob- 
lem, and it feels that it can best do this 
while in closer cooperation with the cen- 
tral bureau. 


Improvement of Bureau Situation 


Realizing the need for closer coopera- 
tion, the central bureau during the past 
few months, and largely at the recom- 
mendation of the western factors in it, 
has broadened its policy by a change in 
constitution and methods in order to take 
a half-way step towards receiving the 
cooperation of outside companies. Those 
who have followed the course of events 
in this regard in the insurance papers are 
in close touch with this phase of the 
situation. Among these steps the follow- 
ing may be mentioned as being of greatest 
importance: 

First—The organization of self- 
governing branch bureaus. By this 
means most of the problems in any 
state are left for solution in the 
hands of the governing committee of 
the branch bureau, consisting of gen- 
eral agents and managers of mem- 
ber companies. 

Second—The creation of the so- 
called western committee of which 
President Alexander is) a member. 
This committee has in its charge, as 
the court of last resort, all western 
issues except the making of basic 
rates or basic modifications thereof. 

Third—The more liberal rulings per- 
mitting general agents of bureau 
companies to represent. nonbureau or- 
ganizations. 


Better Service to Field 


By means of these three steps and 
others our management feels that its 
interests can be fully protected by bureau 
membership, a condition that would not 
have been possible under the methods and 
constitution of the central bureau as pre- 
viously existing. 

As a cooperating company, but outside 
of the organization, the Continental and 
its field force were often handicapped by 
not being in sufficiently close touch with 
the plans and purposes of the bureau and 
= component companies. This at times 

has placed the company and its agents in 
pees oe aed positions which were un- 
avoidable under the then existing condi- 
tions. As a member of the central bureau, 
the Continental can better keep in close 





touch, and as a result can keep its agency 
force more closely advised. 


——__— 6 
LYMAN B. BRAINERD IS DEAD 





President of Hartford Steam Boiler 
Called Suddenly Following a 
Game of Golf 





Lyman B. Brainerd, president of the 
Hartford Steam Boiler, died at his home 
in Hartford, Conn., on Wednesday even- 
ing of last week. His death was very 
sudden. He had been at the office dur- 
ing the day, had played a game of golf 
in the afternoon, and while dressing for 
dinner was stricken with a cerebral 
hemorrhage. Only five days previous 
to his death Mr. Brainerd had been in 
Chicago, attending a meeting of the 
board of directors of Swift & Co., the 
packers, of which he was a member. 

Mr. Brainerd was born in Connecticut 
on March 27, 1856. After an academy 
education he became a school teacher. 
At the age of twenty he entered a fire 
insurance agency, later became a special 
agent of the Jersey City Fire, and still 
later general agent and adjuster. In 
1886 he joined the Equitable Mortgage 
Company of New York, and four years 
later became manager of its bond de- 
partment. In 1894 he joined the Hart- 
ford Steam Boiler as assistant treas- 
urer; in 1899 became treasurer, and in 
1904 president. He was officially con- 
nected with several large corporations 
and banks. 

Mr. Brainerd was known widely as a 
financier. While he had a thorough 
knowledge of insurance and his ex- 
ecutive ability was of a high order, a 
large part of his attention was given to 
the investments of the Hartford Steam 
Boiler, and his sound judgment on 
financial matters was sought by other 
institutions. 


FORM TRAVELERS CLUB 


Representatives of the male employes 
of the New York and Brooklyn offices of 
the Travelers and Travelers Indemnity 
met Tuesday, Oct. 10, for the purpose of 
forming a Travelers Club. Officers elected 
are: E., Donnelly, president; E. 
Lucy, vice-president; F. G. Duernberger, 
financial secretary; C. E. Ludlow, record- 
ing secretary; W. C. Acken, treasurer. 

a 


OREGON CODE PROVISIONS 


Portland, Ore., Oct. 18—(Special)—Pro- 
vision for a special deposit of $25,000 
from the surety companies operating in 
the state is contained in the casualty sec- 
tion of the proposed Oregon insurance 
code, which comes up for hearing Thurs- 
day. Companies oppose the deposit re- 
quirement, as the business in the state 
would not warrant compliance. 

With but few exceptions, the casualty 
underwriters want a provision for filing 
standard rates with the insurance depart- 
ment to put a stop to the rate demorali- 
zation which has existed at Portland, par- 
ticularly in general liability lines. 





The Olis Association of Cas- 
ualty ieee, at its October meet- 
ing, debated the subject: “Should the 
State Insurance Commissioner Be Elected 
or Appointed?” decided by vote in favor of 
appointment. 
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Personal Accident and Health Insurance 
Burglary Insurance 
SCHICK & BEARD, General Agents 


956-60 Insurance Exchange - - Chicago 
RICHARD G. SHUTTER, General Agent 


Accident, Health and Burglary Insurance 
2064 Insurance Exchange - - ie 





Chicago 








SALESMEN WANTED 


To handle the best quick selling insurance proposition in America. 
No experience necessary 
The first and largest ong organization on the same plan as the Commercial Travelers 
Associations, writing business and professional men. 
66,500 policies now in force, paying: 
$5,000.00 Accidental death | Cost never $9.00 for Accident 
$25.00 Weekly Indemity exceeded $10.00 for Health 


No medical examination No waiting for commission 


INTER-STATE BUSINESS MEN’S ACCIDENT ASSN. 
Emest W. Brown, Sec'y-Treas. DES MOINES, IOWA 


The Sign of Good Casualty Insurance 








LIABILITY BURGLARY 
ACCIDENT CREDIT 

HEALTH BOILER 
AUTOMOBILE LANDLORD'S 
TEAMS ELEVATOR 
COMPENSATION GEN’L LIABILITY 





ESTABLISHED 1869 


London Guarantee & Accident Company, Ltd. 
OGF LONDON, ENGLAND 
Head Office, Chicago 
F. W. LAWSON, General Manager 


CONELING, PRICE & WEBB Gen. Agts. Illinois, Mo., Ind., 1428 Insurance Exc » Chicago 
FRED L. GRAY COMPANY - " Northvvestera Managers, 328-886 Se. Security Bank Bide innea’ 
RAYMOND & RAYMOND General Agents, Southern "Board "Bidg., Detroit 
— PAULL & SON ts, West Vir, rade Bldg., ee 


“General Agen ene: 
CLARK Gene ral at, Northeastern Ohio, 337 E. Superior aeons NW. b nee elan: 
Di¢GsrEnR is. INS, | AGENCY en. Agts., Southern nie, 181 1810 ist National Bank Bi 
Cc! 
THE ME » DODGE & JACKSON CO., Gen. poe a tes > ne Produce Exch. Bldg., To beare ¢ 











Company 


T. J. FALVEY, President 





MASSACHUSETTS BONDING “= INSURANCE COMPANY 


Stands Out Conspicuously as One of the Most Rapidly Growing Surety and Casualty Companies in America 
CAPITAL ae i 


Filly and Sey Bondy Linky, Wartme Com 


= 
Growth Means Growth for Agents 


THE 


HOME OFFICE: BOSTON, MASS. 


- $1,500,000.00 . 
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LOSS RESERVE MEASURE PROPOSED 


Tentative Bill Submitted for Consideration 
At Meeting in New York City on October 23 











RANK H. HARDISON, insurance commissioner of Massachusetts and 
F chairman of the committee on reserves other than life of the National Con- 
vention of Insurance Commissioners, has called a meeting of the committee 
at the Hotel Aston, New York, on Monday, Oct. 23, for consideration of a new 
liability and workmen’s compensation loss reserve bill. With the call he submits 


a proposed bill which will form the 
basis of discussion. It is as follows: 


Section 1. The indebtedness for out- 
standing losses under insurance against 
loss or damage from accident to or in- 
juries suffered by an employe or other 
person and for which the insured is liable, 
shall be computed, as to unliquidated 
claims, as follows: 

(1 For all liability suits being de- 
fended under policies written more than 

(a) Ten years prior to the date as of 
which the statement is made, $1,500 for 
each suit. 

(b) Five and less than ten years prior 
to the date as of which the statement is 
made, $1,000 each suit. 

(c) Three and less than five years prior 
to the date as of which the statement is 
made, $850 for each suit. 

(2) For all liability policies written dur- 
ing the three years immediately preceding 
the date as of which the statement is 
made, such indebtedness shall be com- 
puted at a sum equal to 60 percent of the 
earned liability premiums of each of such 
three years less all loss and loss expense 
payments made under liability policies 
written in the corresponding years; but, 
in any event, such sum shall, as to the 
first of such three years, be at least equal 
to the product obtained by multiplying 
$750 by the number of outstanding liabil- 
ity suits on said year’s policies. 

(3) For all compensation claims under 
policies written more than three years 
prior to the date as of which the state- 
ment is made, the present values of the 
estimated future payments. 

For all compensation policies writ- 
ten in the three years immediately pre- 
ceding the date as of which the statement 
is made, such indebtedness shall be com- 
puted at a sum equal to 65 percent of the 
earned compensation premiums of each of 
such three years less all loss and loss ex- 
pense payments made under compensation 
policies written in the corresponding 
years; but in any event, in the case of the 
first year of any such three-year period, 
such sum shall be at least equal to the 
present value of estimated unpaid claims 
on compensation policies written during 
such year; provided, however, that in com- 
puting the reserve as of statement for 
Dec. 31, 1917, and Dec. 31, 1918, the ratios, 
60 percent and 62% percent, respectively, 
shall be used instead of 65 percent, as 
hereinbefore provided. 


Definitions 


Section 2. The term “earned premiums” 
as used herein shall include gross pre- 
miums charged on all policies written, in- 
cluding all excess and additional premiums 
in course of collection, less return pre- 
miums, reinsurance premiums and pre- 
miums on policies cancelled, and less un- 
earned premiums on policies in force. 

The term “compensation” as used in 
this section shall relate to all policies is- 
sued by virtue of statutes providing com- 
pensation to employe, irrespective of fault. 
The term “liability” shall relate to all 
policies of insurance against loss or dam- 
age from accident to or injuries suffered 
by an employe or other person and for 
which the insured is liable, excepting poli- 
cies issued by virtue of statutes providing 
— to employes, irrespective of 

ult. 

The terms “loss payments” and “loss 
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expense payments” as used herein shall 
include all payments of whatsoever na- 
ture made by reason or on account of 
claims covered under the terms of the 
policy contracts, and shall include pay- 
ments to claimants, payments for medical 
and surgical attendance, legal expenses, 
salaries and expenses of investigators, ad- 
justers and field men, rents, stationery, 
telegraph and telephone charges, postage, 
salaries and expenses of office employes, 
home office expenses, and all other pay- 
ments made on account of such claims, 
whether such payments shall be allocated 
to specific claims or unallocated. 


Unallocated Claim Payments 


Section 3. All unallocated liability claim 
payments made in a given calendar year 
subsequent to the first four years in which 
@ corporation has been issuing liability 
policies shall be distributed as follows: 
35 percent shall be charged to the policies 
written in that year, 40 percent to the 
policies written in the preceding year, 10 
percent to the policies written in the sec- 
ond year preceding, 10 percent to the poli- 
cies written in the third year preceding 
and 5 percent to’ the policies written in 
the fourth year preceding, and such pay- 
ments made in the first four calendar 
years in which a corporation has been is- 


f suing liability policies shall be distributed 


as follows: In the first calendar year 100 
percent shall be charged to the policies 
written in that year, in the second calen- 
dar year 50 percent shall be charged to the 
policies written in that year and 50 per- 
cent to the policies written in the pre- 
ceding year, in the third calendar year 40 
percent shall be charged o the policies 
written in that year, 40 percent to the 
policies written in the preceding year, and 
20 percent to the policies written in the 
second year preceding, and in the fourth 
calendar year 35 percent shall be charged 
to the policies written in that year, 40 
percent to the policies written in the pre- 
ceding year, 15 percent to the policies 
written in the second year preceding, and 
10 percent to the policies written in the 
third year preceding, and a schedule show- 
ing such distribution shall bg included in 
the annual statement. 

All unallocated compensation claim pay- 
ments made in a given calendar year sub- 
sequent to the first three years in which a 
corporation has been issuing compensation 
policies shall be distributed as follows: 
40 percent shall be charged to the policies 
written in that year, 45 percent to the 
policies written in the preceding year, 10 
percent to the policies written in the sec- 
ond year preceding and 5 percent to the 
policies written in the third year preced- 
ing, and such payments made in the first 
three calendar years in which a corpora- 
tion has been issuing compensation poli- 
cies shall be distributed as follows: “In 
the first calendar year 100 percent shall 
be charged to the policies written in that 
year, in the second calendar year 50 per- 
cent shall be charged to the policies writ- 
ten in that year and 50 percent to the poli- 
cies written in the preceding year, in the 
third calendar year 45 percent shall be 
charged to the policies written in that 
year, 45 percent to the policies written in 
the preceding year and 10 percent to the 
policies written in the second year pre- 
ceding, and a schedule showing such dis- 
tribution shall be included in the annual 
statement. 

Whenever, in the judgment of the in- 
surance commissioner, the liability or com- 
pensation loss reserves of any insurance 
corporation, calculated in accordance with 
the foregoing provisions, are inadequate, 
he may, in his discretion, require such cor- 
poration to maintain reserves based upon 
individual estimates. 


Must Give Experience 


tion 4 ##Each corporation which 
writes liability or compensation policies 
shall include in the annual statement re- 
quired by law a schedule of its experience 
thereunder for the ten years immediately 
preceding the date of the statement in the 
nited States and foreign countries in the 
case of corporations organized in the 
United States, and in the United States 
only in the case of corporations organized 
outside the United States, giving each 
calendar year’s experience separately, and 
crediting or charging each item to the 
year in which the policy to which it re- 
lates was written, in the manner herein- 
before provided.” 


————_=DO@ 


Cohan & Harris, the producers of 
“Young America,” have insured Jasper, the 
celebrated trick dog, for $100,000, accord- 











ing to the press agent’s story. 





AGENTS WHO WRITE 


Fidelity and Surety Bonds, Automobile 

Liability, Burglary, Plate Glass or 

Accident and Health Insurance 
would do well to write to 


THE KANSAS CASUALTY AND SURETY COMPANY 


J.C. O. MORSE, President 
**Conservative but Aggressive”’ WICHITA, KANSAS 











Georgia Casualty Company 
MACON, GA. 
Permanently Independent 


Surplus and Reserves to Policyholders - ~ $1,138,353.65 
- Assets - - - - ~ ~ - - 1,232,596.08 
Premiums Written in 1915 - ~ - - 1,112,686.83 


Best Rates—Best Service 
A Million Dollar Company 
Smith-Lawson-Coambs Company 
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The Republic Casualty Co. 


PITTTSBURGH, PA. 


Writes All Lines of Casualty Insurance 


Local and General Agents Wanted in Ohio and Pennsylvania 











Union Life Insurance Company of Indiana 
EXECUTIVE OFFICES 


1004-5-6 Karpen Bldg., Chicago, III. 











Accident and Health Insurance with Natural Death Benefits 
Stands for “WESTERN PROTECTION” 
—the new Disability Poliey of The 
WESTERN INDEMNITY COMPANY, 
Dallas, Texas. The very latest thing in disabil~ 
ity insurance. Ready for issuance June 1, 1916. 


AGENTS, THIS CONTRACT IS A SELLER! 


WILL BE WRITTEN IN FOLLOWING STATES ONLY: 
TEXAS, OKLAHOMA, KANSAS, COLORADO, UTAH, CALIFORNIA, 
MISSOURI AND INDIANA. 
? and Full Particulars, PROMPT SETTLEMENT OF CLAIMS 
Capital., $500,000, Assets, $1,128,000. 
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SALESMEN WRITE: Alerican Old Line Insurance Company 


Lincoln, Nebraska § STOCK COMPANY 
I ated under the |. f the State of Nebraska. Progressive business record for fourteen years 
Exceptional par roneregc wetiann In fourteen states. largest accident and health benefits to the 
COMMERCIAL, BUSINESS, PROFESSIONAL AND FARM CLASSES. 
Aoply for Territory Contracts. 


David H. Keller, M.D. 


723 Insurance Exchange 








‘Producers 


of Health and Accident business 
can secure top-notch contract 
in Iowa, Missouri, Wisconsin, 





CHICAGO, ILL. Kansa and Nebraska territories 
This Emblem 
Medical Counsellor ey nll 
OR : 
Casualty Insurance Companies Bankers Accident Co. 
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NEWS OF COMPENSATION 
CHANGES IN ST. LOUIS BRANCH 


L. L. Hall Becomes Manager, Ambrose 
Ryder Going to National Bu- 
reau in New York 


The St. Louis branch of the Work- 
men’s Compensation Service Bureau 
will be reorganized on Nov. 1, when 
L. L. Hall of the Cleveland bureau will 
go to St. Louis and take charge as 
manager. Ambrose Ryder, at present 
manager of the St. Louis branch, will 
move to New York and become man- 
ager of the new automobile department 
in the National bureau. 

Soon after Mr. Hall takes the man- 
agement of the branch, the limits, which 
are now confined to St. Louis city and 
county, will be extended to embrace 
the whole state. Ultimately Missouri 
will be divided into two districts, with 
branches in St. Louis and Kansas City. 

There are indications that the Amer- 
ican Automobile of St. Louis may be 
induced to enter the bureau. Virtually 
all the large liability companies are now 
allied with the branch, and several 
members will be admitted in a week 
or so. 


CASE IS ADVANCED 


On motion of Attorney-General Turner, 
the supreme court of Ohio has advanced 
for hearing the case of Percy Fassig 
against the Ohio industrial commission. 
This is one of several cases which has 
been in the lower courts to determine the 
constitutionality of section 27 of the Ohio 
compensation act. This is the section 
which empowers the industrial commis- 
sion to award compensation against an 
employer who has failed to pay premiums 
into the state fund, and authorizes the 
attorney-general to bring action against 
him for collection of such compensation, 
together with the penalty. The lower 
courts have held the section constitutional 
and a reversal would require a vote of six 
to one in the supreme court against it. 


OKLAHOMA LABOR’S DEMANDS 


Labor interests in Oklahoma want the 
compensation law amended to increase the 
basis of compensation from 50 to 66% 
percent of wages, to increase the number 
of weeks for which compensation is pay- 
able, to increase the maximum weeklv 
payments, to eliminate the waiting period, 
to extend the period of medical attention 
from fifteen to ninety days, and to estab- 
lish a state mononroly of insurance. The 
“Employer,” an Oklahoma City publica- 
tion, estimates that these changes in bene- 
fits would increase the cost of compensa- 
tion at least 27 percent. While that is a 
subject for the people of Oklahoma to 
consider, the Insurance Federation, of 
course, will take a very active part in 
preventing the establishment of a state 
monopoly of insurance. 


NEW YORE FUND RATES 


The following is an official statement 
of the changes in state fund rates ap- 
proved by the New York state industrial 
commission: 

1. That the manual issued by the “om- 
pensation Inspection Rating Board be 
adopted for the use of the state insurance 
fund in underwriting all risks written or 
renewed after Jan. 1, 1917. 

2. That a revision of the rates and 
classifications of the state insurance fund 
be made effective Jan. 1, 1917. 

8. That. except as specified below, the 
rates per $100 pavroll shall be those estab- 
lished by the Compensation Inspection 
Rating Board, approved by the state in- 
surance department, less a differential of 
10 percent, calculated to he the nearest 
percent per $100 of a payroll. 

4. That for certain classifications on 
which the present rates are shown by the 
experience of the state fund to be ade- 
quate and reasonable, the 10 percent dif- 
ferential shall not be apvlied, but the ex- 
isting rates shall be retained. 

5. The minimum premiums shall be the 
same as those established by the Com- 
pensation Inspection Rating Board without 
discount, except that they are payable for 
six months’ neriods for half of the amount 
specified in the board manual for the pe- 
riod of one year. 





COMPENSATION NOTES 


The city commissioners of St. Cloud, 
Minn., have voted to reject all bids re- 
ceived for compensation insurance and set 
aside annually $1,200 to be placed in an 
insurance fund from which workmen’s 
compensation due city employes will be 
paid. They believe that by this plan the 
city can save money, and the scheme will 
be given a fair test. 

Mrs. Olive M. Rankin, widow of Lee 
Rankin, former superintendent of the 
Youghiogheny Coal Company properties in 
Belmont county, Ohio, has been awarded 


$3,744 compensation for the death of her 
husband. Mr. Rankin was killed by ban- 
dits, who held up the automobile in which 
he was carrying $12,000 to the mines as 
payroll money. This is the first claim 
of the kind paid in Ohio. 

Emile E. Watson, actuary of the Ohio 
Industrial Commission, has written an 
open letter to Robert T. Caldwell, chair- 
man of the Kentucky workmen’s compen- 
sation,board, who criticised the Ohio state 
insurance system. Mr. Watson charges 
that Mr. Caldwell secured his information 
from liability companies, and did not in- 
terview any members of the industrial 
commission. Mr. Caldwell’s. criticisms 
were based largely upon information 
which is available in official records. 
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“PASSENGER ELEVATOR” 


In the case of William F. Ray against 
the Standard Accident, Judge Geohogan, 
in one of the courts of common pleas in 
Ohio, has rendered a decision of interest 
to accident company claim departments. 
The plaintiff decided not to appeal. The 
question involved was, what constitutes a 
passenger elevator. The suit was brought 
for collection of double indemnity under 
an accident policy, the assured claiming 
that he had been injured “while in a pas- 
senger elevator.” 

The assured was upon a hand hoist or 
lift, descending to the first floor of the 
grain elevator of the distilling company. 
of which he was general manager, and 
this hoist was erected for the sole 
purpose of transporting the officers. and 
employes of the company from floor to 
floor. The hoist was thirty inches or less 
square, making it impossible for any one 
save the operator to stand on it. 

The court holds that a hand hoist or 
lift such as that described is not a pas- 
senger elevator. The supreme court of 
Ohio has held that, while the popular use 
of a term by the laity cannot be a gauge 
for measuring doubtful legal propositions, 
yet the opinion of the average business 
man is of value. Judge Geohogan says 
that if the question in this case were sub- 
mitted to the average business man -he 
would immediately say that the elevator 
was not the kind of passenger elevator 
contemplated in the policy. 


* 2 8 
“BREAKING INTO” 


Any physical force, however slight, ex- 
erted in removing an obstruction to enter 
a building, constitutes “breaking into” 
within the meaning of the law, according 
to a decision of the Kentucky court of 
appeals. een 


WORK WITH RAILROADS 


San Francisco, Oct. 18—(Special)—Mem- 
bers of the Casualty Adjusters’ Associa- 
tion of California are conferring with the 
claims men of railroads and large indus- 
trial corporations at San Francisco for 
the purpose of organizing a mutual pro- 
tective organization to guard against 
claims of accident, fakers and malingerers. 


Hernia—The Workmen’s Compensation 
Mutual Liability Insurance Company of 
Wisconsin and the Casper Cone Company, 
employer, Milwaukee, lost their appeal to 
the circuit court from the decision of the 
industrial commission of Wisconsin in the 
case of Felix Martinek, who claimed bene- 
fits under the workmen’s compensation act 
for a hernia sustained while engaged in 
his duty. The single question presented 
was whether the hernia caused by claim- 
ant slipping and falling while performing 
service growing out of and incidental to 
his employment, is an injury “proximately 
caused by accident,” in view of the fact 
that claimant had a congenital sac that 
predisposed him to hernia. The court 
holds that it is such injury and affirms 
the award of the commission. 


Murder—The supposed murder of a taxi- 
eab driver by persons unknown constitutes 
an industrial accident within the meaning 
of the Wisconsin workmen’s compensation 
act, according to the decision of the in- 
dustrial commission awarding the full 
death benefit to Mrs. George J. Bischoff. 
Oshkosh, Wis., whose husband was found 
shot to death on July 4. The case has 
created wide attention because of the un- 
usual point involved. The employer car- 
ried a Travelers policy. 

Bischoff, a driver for the Bangs Rapid 
Transit Company of Oshkosh, was hired 
to drive a stranger to the outskirts earlv 
on the morning of July 4. At 5 a. m. his 
body was found in the taxi, the engine of 
which was running. A bullet through the 
back of his head caused death. 

The commission holds that there is a 
special hazard of assault in such employ- 
ments as night watchman, game warden. 
bank cashier, chauffeur and others, and 
continues: 

“It was Bischoff’s duty to go where he 
was directed, with frieng,or stranger, and 
without inquiry. The y and the risk 
became correlative. Danger from assault 
was a hazard peculiar to the respondent’s 
business, just as clearly as are the ex- 





posed gears in a machine shop a hazard in 
that industry. The man whose work 
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brings him in contact with such danger, 
if injury results, has sustained an indus- 
trial accident. s noted above, we think 
that the deceased came to his death by 
reason of personal injury accidentally sus- 
tained by him while performing services 
growing out of and incidental to his em- 
ployment.” ares 

Paresis—The Wisconsin industrial com- 
mission has denied compensation to a 
man suffering from mental derangement, 
which it was claimed was due to an in- 
jury, but which the commission holds was 
due to paresis. He was struck on the 
head while a as a painter and be- 
came unable to hold a job because of fail- 
ure to attend to his duties properly. Med- 
ical examination disclosed paresis. The 
commission says: “The cause of paresis 
is not in dispute, and it will serve no good 
purpose to elaborate on it. The only seri- 
ous contention on the part of the appli- 
cant is that the blow on the head aggra- 
vated the condition, that is, made it ac- 
tive, whereas it otherwise might have 
remained dormant. ‘The physicians who 
testified conceded it a possibility for the 
disease to become active in an inflamed 
area of the brain following and because 
of a blow on the head; we think that their 
position indicated that it was nothing 
more than a possibility. The condition in 
which applicant now is usually follows as 
the result of the disease. In fact, the 
physician who made the examination for 
the commission states that paresis is in 
reality not caused by the disease in ques- 
tion, but is itself a late form of the dis- 
ease. This physician concludes that the 
accident had nothing to do with the cause 
of the disease and did not aggravate it in 
any way.” 


* a * 

A jury at Spokane, Wash., decided that 
a woman who was injured by falling on 
the sidewalk was not entitled to damages 
against the city because she was guilty of 
contributory negligence in wearing high 
heel shoes. 


a os a 
Public Employes—The California in- 
dustrial accident board has awarded 


$4,900 compensation to Magnhild Shrews- 
bury, widow of Joseph C. Shrewsbury, a 
fireman at Long Beach, who was killed 
while responding to an alarm, the acci- 
dent being due to a collision. 

Mono County, Calif., has appealed to 
the supreme court of the state from the 
award of $5,911 by the industrial_acci- 
dent commission to Cornelia Hays Dolan, 
widow of Sheriff Dolan, who, according 
to the testimony of his chauffeur, was 
killed by Mexican bandits whom he had 
gone out to arrest. The petition for re- 
view holds that a sheriff is not an em- 
ploye, that Sheriff Dolan was acting out- 
side of his duties as sheriff, that the evi- 
dence failed to show he was trying to 
make an arrest and that the workmen’s 
compensation act is unconstitutional. 


—_—_———Dtae————" 
To Standardize Requirements 


Commissioner Hardison of Massa- 
chusetts, as chairman of the commit- 
tee on workmen’s compensation in- 
surance of the National Convention 
of Insurance Commissioners, has called 
a meeting of that committee at the 
Hotel Astor, New York, on Oct. 
24, to’ formulate requirements for 
statistics to be furnished the state in- 
surance departments by the compa- 
nies doing compensation business. 
Where different states make different 
demands the labor and expense of com- 
plying with them is very great and 
uniformity is considered exceedingly 
desirable. 


——_ = ¢ a ___ 
Protecting Their Agents 


San Francisco, Oct. 18—(Special)— 
A canvass of the situation at San Fran- 
cisco shows that companies are stand- 
ing firm in protecting agents and brok- 
ers against the new scheme of the Cali- 
fornia Bankers Association for han- 
dling fidelity and burglary lines of 
members through its insurance bureau 
adjunct. Companies decline to recog- 
nize the new bureau as a broker and 
say that the agents will continue to re- 
ceive protection in handling the lines. 

—_——_—_—2 6 


PRUDENTIAL’S PRIZE CONTEST 


The Prudential Casualty has announced 
a “Christmas prize’ contest in its bur- 
glary, plate glass and accident and health 
departments, running from Oct. 9 to Dec. 
9. Territory has been classified accord- 
ing to population into cities of over 150,- 
000, those of 50,000 to 150,000 and those 
under 50,000. Three prizes will be given 
in each line of business, one for each 
class of cities, for (1) largest volume of 
hew premiums, (2) largest number of ap- 
Plications, and (3) largest individual 
policy. The nature of the prizes will not 
be announced until competition is over. 

2 6 


LEWIS MADE ASSISTANT MANAGER 


E. Pryor Lewis has been appointed as- 
sistant manager of the Travelers Indem- 
nity, burglary and plate glass departments 
at Chicago. Mr. Lewis has been handling 
these departments under the supervision 
of the managers for some time. 


AMONG THE SURETY MEN 


SEVERAL CHANGES AT OMAHA 





New Amsterdam Enters Martin Agency 
With Eastman as Manager— 
Mallo Goes to Pittsburgh 





Several changes have taken place in 
Omaha surety circles recently and oth- 
ers are expected. Following Harry A. 
Koch’s retirement from the agency of 
Martin Bros. & Co., to become state 
agent of the Massachusetts Bonding, 
which had been in the Martin office, 
Martin Bros. & Co. have taken the 
state agency of the New Amsterdam 
Casualty, which is entering Nebraska. 
Harry K. Eastman, formerly with the 
American Surety, United States Fidel- 
ity & Guaranty and Fidelity & De- 
posit, becomes manager of the surety 
department. : 

Harry L. Mallo, formerly manager 
of the bond department of Wheeler & 
Welpton, general agents of the Na- 
tional Surety, has gone to Pittsburgh 
to associate himself with the general 
agency of William W. Flanegin & Co., 
representing the Maryland Casualty. 
He has been successively connected 
with the Bankers Surety, Maryland 
Surety and Globe Indemnity. 

Albert Cahn, Jr., recently with the 
Love-Haskell Company, representing 
the American Surety, has removed to 
Chicago to enter the investment bond 
business. 





Annual Meeting Held 


R.. R. Gilkey was reelected secretary 
and treasurer of the Surety Association 
of America at its annual meeting in 
New York last week. The subjects of 
statistical classification and uniform re- 
insurance contracts, which already had 
been considered and acted upon, were 
again taken up to learn whether im- 
provements could be made, and finally 
were referred to committees for fur- 
ther consideration. The resignation of 
the New England Equitable and the 
Pacific Coast Casualty, which have re- 
tired from the surety business, were 
accepted. A committee was appointed 
to investigate the question of compiling 
a compendium of laws relating to 
suretyship for the benefit of underwrit- 
ers. The report on the Reinsurance 
Clearing House showed that its clear- 
ings have amounted to $1,900,700 since 
its organization, about fourteen months 
ago. . 





TROUBLE WITH ROAD WORK 


Considerable trouble is reported on the 
road work in the vicinity of Danville, I11., 
on which a number of the surety com- 
panies have contract bonds. Early in 
the season the contractors were delayed 
by wet weather and later the season was 
so dry that the streams on which they 
depended for water were dried up. They 
had to drill wells. The weather was 
also so hot that their workmen quit. 
They had to import negroes from the 
south. An amusing feature is that one 
contractor that several large companies 
declined to bond, but the Chicago Bonding 
& Surety did bond, has come out in bet- 
ter style than any of the rest. 





WRITES $15,000 PREMIUMS 


The Kansas City office of the Aetna Ac- 
cident & Liability recently executed the 
bonds of the Arkansas Bridge Company, 
contractor for the erection of bridges and 
viaducts for the Kansas City Terminal 
Railway Company. The work will cost 
around $3,000,000. There were two bonds, 
one for construction, $250,000, and one fur 
supplies, $300,000. The two premiums 
amounted to about $15,000. R. E. Cline, 
manager of the bond department of the 
Kansas City office, secured reinsurance in 
New York. 





NOT CONNECTED YET 


Schick & Beard of Chicago, who have 
had a general agency of the fidelity and 
surety department of the American Fidel- 
ity for five states, have not yet made new 
connections following the reinsurance of 
the business of the American Fidelity. 
They have been in negotiation with several 
companies. 





PLAYS HORSE WITH ASSOCIATION 


H. V. Upington, resident manager of the 
Fidelity & Casualty at Detroit, is having 
fun with the Surety Underwriters Asso- 





ciation of Michigan. A few days ago the 


association adopted resolutions expelling 
the Fidelity & Casualty and Benson & Up- 
ington, resident managers, for failing to 
pay a fine imposed by the association for 
violation of rules. Mr. Upington calls at- 
tention of the secretary of the association 
to the fact that the Fidelity & Casualty 
néver was a member of the organization, 
but that the resident managers were mem- 
bers, and further that they resigned two 
months ago and their resignation took 
effect Sept. 1. He asks, “How can Benson 
& Upington be expelled when they ex- 
pelled themselves by resigning from your 
association over two months before your 
resolution was passed?” 





LORANGER MAKES A CHANGE 


Peter J. Loranger, Jr., who has been 
superintendent of the surety department 
in the general agency of Childs, Young & 
Wood at Chicago, general agents of the 
Royal Indemnity, has resigned to join the 
city surety department of the Massachu- 
setts Bonding under Vice-President Fred 
M. Blount. Mr. Loranger is one of the 
best known younger surety men in Chi- 
cago. Childs, Young & Woods have not 
yet announced his successor. 





WILSON’S NEW CONNECTION 


William S. Wilson, for twelve years con- 
nected with the Fidelity & Deposit, and 
for the past three years associated with 
the office of Conkling, Price & Webb of 
Chicago, general agents for Illinois, has 
resigned and made connections with the 
New Amsterdam Casualty. He will do the 
underwriting for the state of Indiana in 
the office of H. H. Woodsmall & Co. of 
to come general agents for the surety 

nes. A 





SURETY NOTES 


The Oklahoma City commission is plan- 
ning an ordinance requiring baggage and 
transfer men to be bonded for $500 each 
to protect the traveling public from loss 
of grips and trunks. 

The United States district court at 
Louisville has dismissed without preju- 
dice the suit of Mrs. Elizabeth Fielder 
against the Chicago Bonding jurety, 
surety for L. H. Roberts, a constable, for 
$5,000. She charged false arrest. 

W. S. Eridler, manager of the casualty 
and bond department of the E. H. Close 
Realty Company of Toledo, recently exe- 
cuted in the Fidelity & Casualty a bond 
of approximately $500,000 for the A. 
Bentley & Sons Company of that city, 
contractors for the erection of a large de- 
partment store building for the LaSalle 
& Koch Company. The building will cost 
considerably over $1,000,000. 





IN THE ACCIDENT FIELD 


MARYLAND ISSUES A DANDY 





“Accumulative Life Indemnity” Dis- 
ability Policy Is Best in Its Line 
the Company Ever Issued 





The Maryland Casualty will shortly 
have in the hands of its agents the new 
“Accumulative Life Indemnity” disabil- 
ity policy. For the $7,500—$25 form, 
the rate will be $75 for select and pre- 
ferred risks, ages 18-50, and $85 ages 
51-59. For extra preferred risks the 
rate is $5 higher. This is regarded as 
the finest disability policy the company 
ever issued. 


Under the accident provisions, weekly 
indemnity for total disability is payable 
during disability, without time limit. For 
disability, not total but preventing the as- 
sured from performing a major portion 
of the daily duties pertaining to his oc- 
cupation, three-fourths weekly indemnity 
will be paid during disability. For partial 
disability, one-half weekly indemnity will 
be paid. Indemnity for intermediate and 
partial disability, singly or combined, 
will not be paid for more than 52 weeks. 
The double indemnity feature is very 
liberal and applies not only to principal 
sum injuries, but to weekly indemnities, 
elective benefits, and the special indemnity 
covering disability due to freezing, hydro- 
phobia, somnambulism, drowning, chok- 
ing, assault by burglars or highwaymen, 
asphyxiation or poison. 

In lieu of principal sum indemnities ex- 
cept for loss of life, two and one-half 
times the regular indemnity is payable 
if the injuries are sustained while the 
insured is “a passenger on or is within 
any railway passenger car (trolley and 
cable cars excepted) provided by a com- 
mon carrier or passenger service forming 
part of a regular passenger train pro- 
pelled by steam (or electricity), on a 
steam railroad,” and within ninety days 
from the date of the accident causing such 
injury resulting in death. 

Elective benefits for such specific in- 
juries are allowed, as are physicians’ 
fees for nondisabling injuries or illness. 

Under the illness provisions, weekly in- 
demnity is payable during the continu- 
ance of total disability, without time 
limit. If, following the total disability, 
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the insured may be prevented from per- 
forming the major part of his daily duties, 
one-half indemnity is payable, and fol- 
lowing total or intermediate disability, 
one-fourth indemnity is payable for par- 
tial disability, but the limit for payment 
of intermediate partial disability is fifty- 
two consecutive weeks. 

Reimbursement for hospital expenses 
up to the extent of single weekly in- 
demnity for not over twelve weeks is 
provided for where the assured is re- 
quired to go to a hospital either on ac- 
eount of accident or illness, provided no 
claim is made for surgical operations. A 
schedule of fees for surgical operations is 
given. Where neither hospital expenses 
nor indemnity for surgical operations is 
taken, the company will pay the amount 
expended each week for a graduate nurse, 
not exceeding the single weekly indemnity 
and not more than twelve consecutive 
weeks. 

The principal sum indemnities are fully 
accumulated from the start. The acci- 
dent and sickness weekly indemnity, op- 
tional weekly indemnity for dismember- 
ment or loss of sight, elective benefits, 
allowance for physician’s fees and in- 
demnity for surgical operations, are in- 
creased 10 percent annually where pre- 
miums are paid in advance, up to 50 per- 
cent. 


ADDS 600 NEW OCCUPATIONS 





Manual Committee of Conference Does 
Thorough Work in Revision 
of Classifications 





In revisiong the classification manual, 
the committee of the Health & Accident 
Underwriters’ Conference is adding 
over 600 new occupations. Of these, 
twenty are classed XXX (not insur- 
able). This means that if any of the 
companies using this manual, which for 
some time has been the most complete 
in existence, had had a claim on a pol- 
icyholder killed while engaged in any 
of these uninsurable occupations, it 
would have had to pay in full, according 
to the occupation under which he was 
insured. There are eight XX classifica- 
tions, fifty-seven X, five F, 125 E and 
157 D. 

J. B. Sackett, chairman of the manual 
committee, discussing these additions, 
said that in securing a uniform manual 
the lower classifications are the ones 
in which the committee is chiefly con- 
cerned. He stated that in its efforts 
to include all classifications, the com- 
mittee combed the reports of the state 
industrial commissions. 


Will Reinsure Accident Risks 


President Charles H. Darling of the 


American Fidelity announced last Fri- 
day that the company would reinsure 
its accident and health business, out- 
side of Vermont, within a few days. It 
reinsured its bonding and _ burglary 
business as of Oct. 2. In future it will 
operate in Vermont only. Last year 
it wrote about $60,000 in accident and 
health premiums, over half of this be- 
ing done in Vermont. 


ACCIDENT NOTES 


Long & Stowell have been appointed gen- 
eral agents of the commercial accident de- 
partment of the North American Acci- 
dent at Kansas City, Kan. 

The Chicago accident and health agency 
of the American Bankers, under the su- 
pervision of Metropolitan Manager F. W. 
Porter, has moved from the Consumers 
building to 600 Lumber Exchange. 
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GREEN WITH THE HARTFORD 


E. H. Green, formerly connected with 
the home office of the Montana Live Stock 
& Casualty, is appointed special agent for 
the new live stock department of the 
Hartford companies and will cover the 
Pacific Coast. 


NEW COMPANY ABOUT READY 


The directors and members of the ad- 
visory board of the Farmers & Breeders 
Live Stock, recently organized in Danville, 
Illinois, will hold a meeting in the near 
future to elect officers. be . Keeney, 
Joseph W. Meitzler and Walter Gunn, well 
known business men of Danville, are 
chairman, secretary-treasurer and gen- 


eral counsel respectively of the organiza- 





tion committee. The company has been 
incorporated under the laws of this state 
with an authorized capital of $100,000 and 
surplus of the same amount. The entire 
amount of stock in the new concern has 
been sold and as soon as the officers have 
been elected, the home office, located in 
the Temple building, will be opened, and 
agents appointed to secure business. 








About People 


G. A. Briggs, manager of the casualty 
department in the office of Alford & Blaker 
Company, general agents of the Maryland 
Casualty at Chicago, has been confined to 
Lakeside Hospital for about a month, and 
is still very ill. 




















* 
Dr. RB. S. Keelor, manager of the liability 
department of the United States Casualty, 
is spending his vacation in Florida, where 
he has a grape fruit and orange grove. 
Dr. Keelor is not only one of the oldest 
liability underwriters in the country, but 
has had a very wide experience in acci- 
dent and health insurance. In the early 
days of health insurance he was one of 
the leading authorities. . 


Charles H. Held, for the past nine years 
special agent in the Chicago office of the 
Ocean, died at St. Joseph’s Hospital on 
Tuesday, after an illness of about two 
weeks. The cause of death was typhoid 
fever. A strange circumstance is the fact 
that in the summer Mr. Held, in contem- 
plation of going to training camp, took 
the antityphoid treatment. Mr. Held was 
forty-four years old and for seventeen 
years was assistant superintendent at Sta- 
tion D of the Chicago postoffice before 
going with the Ocean. He became a very 
competent liability man and specialized on 
this line. He leaves a widow. he fu- 
neral will be held from the chapel of the 
Western Casket & Undertaking Company, 
90 East Randolph street, at 2 o’clock 
today (Thursday). 

Mr. Held was a large, good-natured man, 
with a great many friends, and he en- 
joyed life thoroughly. He was especially 
interested in motoring, and was an active 
member of the Chicago Automobile Club. 


INDUSTRIAL 
Health and Accident 
INSURANCE 


OUT OF ACCIDENT BUSINESS 
The American Assurance of Philadel- 





























ago, has amended its charter, eliminating 
the health and accident provisions, and is 
now a life insurance company exclusively. 
Under the old management industrial acci- 
dent and health insurance was the most 
important branch of its business. 


INDUSTRIAL NOTES 


The Prudential Casualty is offering a 
seventeen-jewel watch to each man in 
its industrial department who increases 
the number of his policyholders by fifty 
between now and Dec. 21. 

W. E. McCarthy has been appointed su- 
perintendent of the weekly health, life and 
accident department of the National Life, 
U. S. A., at Oklahoma City. He was for- 
merly with the Prudential (Life) at 
Wichita, Kan. 

B. M. Levine has been appointed super- 
intendent of the weekly life, health and 
accident department of the National Life, 
U A., at San Antonio, Texas. He for- 
merly was with the National Life & Ac- 
cident at Houston, Texas. 

The National Health & Accident of 
Waco, Texas, which has been recently or- 
ganized, is coming on in fine shape. It 
already has a thousand policyholders, 
which is a wonderful showing for the 
short time it has been doing business. 


re 
TAKES U. 8S. CASUALTY 


Arthur P. Smith Company of Minne- 
apolis has been appointed general agent 
of the United States Casualty to succeed 
E. J. Forester Company. Mr. Forester 
died recently. James J. Meador, assistant 
secretary, closed the deal. 


a a BE 
TRANSFERS AT INDIANAPOLIS 


The United States Casualty, which has 
been represented at Indianapolis by the 
Indiana Underwriters Company, has trans- 
ferred its general agency to the Bankers 
Trust Company and Howard P. Beau- 
champ, who was with the Indiana Under- 
writers Company, goes with the trust 
company, in charge of its insurance de- 
partment. 


<a _- 
BENNETT JOINS SCHROEDER OFFICE 


Floyd V. Bennett of Chicago has been 
appointed manager of the casualty de- 
partment in the agency of Chris. Schroe- 
der & Son Company of Milwaukee, effect- 
ive Nov. 1. The Schroeder office repre- 
sents as general agent the Continental 
Casualty, Massachusetts Bonding, New 


phia, which changed hands some months - 
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Casualty & Surety. Mr. Bennett has had 
several years experience in the Wisconsin 
field as special agent of the Fidelity & 
Casualty, and later as special agent of the 
Aetna companies. Recently he has been 
connected wtih the Chicago branch office 
of the American Automobile. He has a 
good knowledge of casualty insurance. 
26 eS 


OPENS BRANCH IN CHICAGO 


Blainey to Handle Southern Surety’s 
Casualty Lines—No Change in 
Surety Department 


James A. Blainey is this week open- 
ing a branch office of the Southern 
Surety at 617-19 Insurance Exchanye, 
Chicago. It will handle all the com- 
pany’s casualty lines, but will not write 
surety business, which will be handled 
as heretofore by O. W. Huncke & Co., 
general agents, at 1027 Insurance Ex- 
change. The office of the factory and 
industrial department of the company, 
which have been located in the Unity 
building, will be moved to the new 
branch office. Mr. Blainey will be in 
charge of all casualty lines, including 
commercial and industrial accident and 
health, plate glass, burglary, liability, 
compensation and automobile. 

For a year or more the Southern 
Surety has not been a factor in the 
general casualty field in Chicago. The 
new branch office will be equipped with 
inspection, claim and other departments 
to enable it to give good service. 

Mr. Blainey is a well known casualty 
man and a live wire. He had long ex- 
perience with the Standard Accident, 
General Accident and Equitable Cas- 
ualty in the southeast, was at one time 
superintendent of agents of the Ocean 
and was general manager of the Inter- 
state Casualty & Guaranty of Albu- 
querque, until it was merged in the 
Southern Surety late last vear. 

——»2-e—_—_ 


Actuarial Society to Meet 


The Casualty Actuarial & Statistical 
Society will hold its third annual meet- 





ing at the Hotel Astor, New York, Oct. 
27-28. Officers for the coming year will 
be elected and two members will be 
chosen to fill vacancies in the council. 
Papers will be read by E. H. Downey, 
A. H. Mowbray, Arne Fisher, S. H. 
Wolfe, L. I. Dublin, and Buckner 
Speed. Papers presented at the pre- 
ceding meeting will be discussed. The 
society will also discuss compulsory 
health insurance and will enjoy some 
social festivities. 


COMMITTEE READY TO REPORT 


The special committee of plate glass 
company officials recently appointed in 
New York to draft a constitution and by- 
laws for the proposed National Plate Glass 
Insurance Bureau, has completed its work. 
William T. Woods, the chairman, called a 
meeting of the companies to be he]d in 
New York on Wednesday of this week. 

—_——_—__ 2-6 —______ 


DOING A BIG BUSINESS 


Peter Epes, superintendent of agents cf 
the Georgia Casualty, who is on one of 
his northern trips, states that the company 
will write about $1,800,000 in premiums 
this year, of which $1,000,000 will be auto- 
mobile business. In spite of an increase 
of about $450,000 in reserves, it expects to 
s26.000"" increase in surplus of about 


a Oo 
TWO OFFICERS INDICTED 


The grand jury of Philadelphia county 
has indicted Abner H. Mershon, the for- 
mer president of the Union Casualty, on 
a charge of making false entries’in the 
books to the extent of $139,000. It also 
found a true bill against Roger Byrnes, 
vice-president and general manager, on 
the same charge, and also that of em- 
bezzlement. Both are now on bail await- 
ing trial. On recommendation of the 
present management, the _ stockholders 
voted to reduce the capital stock to $100,- 
000, thus creating a surplus. This action 
has been approved by the Pennsylvania 
department and the attorney-general. 

$0 


DIFFERENTIALS ALLOWED 


Louisville, Ky., Oct. 18—(Special)—The 
Kentucky workmen’s compensation board 
announces that it has been granted con- 
cessions in compensation rates for other 
than coal mining concerns, which employ 
a company doctor and have adequate hos- 
pital facilities. The National Workmen’s 
Compensation Service Bureau allows 10 
percent reduction for concerns in contract- 
ing and construction work, steamboating 
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and stevedoring, operating electric plants, 
telephone and telegraph lines when so 
equipped; 17.5 percent for mercantile con- 
cerns as to care and maintenance, and 15 
percent for all other risks. 


——__—_>- 9 &———________ 
EDDY LEAVES AETNA TRUST 


M. S. Eddy has resigned as special agent 
of the Aetna Trust Company of Indian- 
apolis, general agents of the Ocean for 
Indiana. Mr. dy joined the agency 
at the beginning of this year and, although 
several valuable subagents were ‘appointed 
general agents of other companies, he in- 
creased the outside business. He has sev- 
eral offers from other companies under 
consideration, but has not yet announced 
anew connection. 


ae 
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CASUALTY NOTES 


The Alford & Blaker Com: has been 
appointed Chicago manager of the Life 
Extension Institute of New York. 

Charles E. Freese, Dime Bank building, 
Detroit, Mich., is again representing the 
Travelers. It was reported some time ago 
that there had been a disagreement. 

The United States Fidelity & Guaranty 
has executed the $5,000,000 bond of Cor- 
nelius J. Sullivan of New York, as com- 
mittee, with the Guardian Trust Company, 
of the estate of Ida A. Flagler. 

The Security Mutual Casualty of Chi- 
cago, which writes compensation insur- 
ance for Swift & Co., the packers, has 
been admitted to Iowa under the recent 
tuling of the insurance commissioner, 
making it possible for mutuals of other 
States to enter Iowa. 


———— 6 

There were 143,550 cars registered in 
Michigan up to Sept. 1, an increase of 28,- 
700 over the total for’ the Pg year of 
1915. Of this number 183,354 were pas- 
Senger cars and 10,196 commercial ve- 
hicles. Of the total number 41,375 are 
owned in Wayne county. 
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HAS FINE ADVERTISING FILM 











Smith-Lawson-Coambs Company, Chi- 
cago, Spends Big Sum to Get 
Moving Ad on Screens 





The Smith-Lawson-Coambs Com- 
pany, general agents of the Georgiu 
Casualty at Chicago, have begun ad- 
vertising automobile liability insurance 
with moving pictures. They have had 
a scenario written by Edward T. Lowe, 
Jr., and produced by the Essanay Com- 
pany of Chicago. In it they smashed 
up two automobiles and secured some 
excellent pictures. The plot is: A busi- 
ness man with a new automobile starts 
away from his home, refusing to look 
at a newspaper that his wife is holding 
before him. He has an accident and 
seriously injures a little boy. He re- 
turns home very much worried. His 
wife insists on him looking at the pa- 
per and reading there the ad of the 
Smith-Lawson-Coambs Company. This 
ad appears in the very last of the pic- 
tures and in no other place is there 
any other advertising. The film takes 
a little better than two minutes to 
run on the screen and was shown tor 
the first time in two Chicago theatres 
Tuesday evening. It will be shown in 
many of them and many of the sub- 
urban theatres for one week straight 
and then returned three weeks later for 
another run of a week. The firm ex- 
pects to use this picture in its own ter- 
ritory up until December, when it will 
have another scenario written and a 
new film produced. It plans to sell 
the film to other agents of the com- 
pany for use elsewhere. The film 
brings home absolutely the need of li- 
ability insurance and is a bit of novel, 
interesting advertising. 





B. L. Dowell’s Change 
San Francisco, Cal., Oct. 18—(Spe- 
cial)\—B. L. Dowell who has retired 
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from the agency firm of Lamb & 
Dowell, through the sale of his inter- 
ests to his former partner, Thomas R. 
Lamb, has been appointed general agent 
for the automobile department of the 
California, formerly held by the firm. 
Mr. Dowell will also be general agent 
for the same department of the Com- 
mercial Union and Palatine which have 
heretofore conducted their automobile 
business through the marine depart- 
ments. Mr. Dowell had charge of the 
San Francisco office of Lamb & Dowell, 
where he has made a notable record as 
a business developer. 





Ratings on New Models 


Insurance ratings on newly an- 
nounced models of motor car manu- 
facturers follow: 

Type of List Ins. Col. 
Model Body Price H.P. Class 
Metz Co., Waltham, Mass. 
1917 Tour. & Road. $545 24 A 
Maibohm Motors Co., Racine, Wis. 
Road. $695 16 


The Chalmers Motor Company, Detroit, 
announces an increase in the price of sev- 
eral of its models. The seven-passenger 
touring car now selling for $1,280 will 
increase to $1,350; the sedan selling at 
present for $1,780 will cost $1,850; the 
town car and limousine will rise in price 
from $2,480 to $2,550. The increase be- 
comes effective Dec. 1. 

The Hudson Motor Car Company will 
intrease the price on all Hudson models 
$175 Dec. 1. 





MERRILL PROPOSES MUTUAL 


The Milwaukee Automobile insurance 
Company, Limited Mutual, is organized by 
the Roger L. Merrill Agency, which was 
established in 1893. Officers have been 
elected as follows: President and treas- 
urer, Roger L. Merrill; first vice-president, 

eper; second vice-president, 
Doucette; secretary, Edgar G 
ae general counsel, Robert F. Free- 
man; directors, John M homas, presi- 
dent, Thomas Furnace Company; C. Roger 
Moody, Milwaukee-Western Fuel Com- 
pany; John L. Klingler, president, Mer- 
chants & Manufacturers Association of 
Milwaukee; Samuel H. Squier, secretary, 
Pawling & Harnischfeger Company; Wil- 
liam Stark Smith, treasurer and general 
manager, Northwestern Manufacturing 
Company and Jacob Neumueller, Jacob 
Neumueller Ice Company. The new mu- 
tual will devote particular attention to 
liability protection and for the present 
will confine its activities to Milwaukee. 
It is expected that affairs will be in shape 
to start business on Nov. 1 





MOTOR NOTES 


Cheslie Elliot Parrish, Detroit manager 
for the American Automobile, was mar- 
ried on Oct. 5 and is now on a tour of the 
east with his bride. 

The Belt Automobile Indemnity and the 
Belt Automobile Fire, both reciprocals of 
El Paso, Ill., have applied for permission 
to enter Kansas. 
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DIRECTORY OF 


Independent Adjusters 


ILLINOIS MISSOURI IOWA 
Quinoyw Adjustment 
& Serwvice Bureau 
Wells Building, Quincy 
GEORGE C. GILL, Manager 


ILL., oer IND. 








ADJUSTER OF MIRE LOSSES 
ILLINOIS 





BEN © PER 
Central Life ‘Bile ay fil. 
Adjusts Losses for Fire Insurance Companies 


30 Years in Insurance Work. 





ILLI —S, 
Ww. H. REMICK 


I. 
ADJUSTER OF FIRE, TORNADO 
AND AUTOMOBILE LOSSES. 





ILLINOIS pane 
ELDRIDGE H. ton ay «itl 
201 First Nat'l Bank Bldg. bot. . Ill. 
Western Union or Long Dist. Phone (Off. 147, Res. 


458) facilitates prompt service. 


ILLINOIS, KENTUCKY, TENNESSEE 
Ie H. OCGell & Som 
110 Upper Second St., Evansville, Ind. 
Adjusters of Fire, Tornado, Automobile and inland 
Marine Losses 
IOWA 


Ss. G. MOORE. 
204-205 Securities Bldg., Des Moines 
Phone Walnut 1589 : 
Adjuster of Fire, Tornado and Automobile Losses 


KANSAS 





INDIANA, 








R. B. WARREN, Manager, Wichita 
MICHIGAN 
FPREDKEK. M. CHAMPLIN 
629 Rae go Trust Building 
and Rapids, Mich. 
ADJUSTER OF FIRE LOSSES 
MINNESOTA 
CHARLES E.BRADEN 
419 — Ly, Bldg. 
ADJUSTER OF FIRE PAND CASUALTY LOSSES 


MINNESOTA, DAKOTA, WISCONSIN 
Ly MA IN EX AN NES 
730 Sceomrty Bank Building, pangs 


FIRE, AUTOMOBILE, TORNADO 


OHIO 
atone t -Massingham 
9 Main St., Ashtabula, Ohio 
ADJUSTER‘ OF FIRE LOSSES. Territory—Ashtabula, Lake, 
Also careful inspections 














a and Trumbull Counties. 
made at very reasonable rates. 


ee N—INDIANA 


HAS. E. CURTIS 
2008 Second Natl. Bank Bldg., 


Toledo, Ohio 
FIRE AND AUTOMOBILE LOSSES 


SO. DAKOTA, MINN., IA., N. D., NEB. 
THEO. FF. GREFE 
112 N. Main Ave., Sioux Falls, 8. D. 
GENERAL ADJUSTER . 
Sioux Falls is the Center of an Important Field 


WESTERN FIBLD 
eh Bre 12 
AUTOMOBILE LOSSES A 


305-6-7-8 Victor Bldg., Kansas City, Mo, 
Pioneer Automobile Adjusters 














24 THE WESTERN 


UNDERWRITER. October 19, 1916 











MICHIGAN COMMERCIAL INSURANCE COMPANY 


Lansing, Michigan 


ASSETS 
$862,447.34 
920,961.16 
935,693.93 200,120.21 
1,020,369.41 211,057.76 


Fire, Tornado, Automobile, Tourist Baggage, Parcel Post Insurance 


SURPLUS 
$156,321.92 
181,374.66 


january 1, 1913 
January 1, 1914 
January |, 1915 
January 1, 1916 











SOUND ENTERPRISING JHE LIBERAL PROMPT 


METROPOLITAN CASUALTY 


INSURANCE CO. OF NEW YORK. Home Office: 47 Cedar St, New York City 
PLATE GLASS, PERSONAL ACCIDENT AND HEALTH INSURANCE 
¥ Live Agents Will Be Interested | 
in our new 


Commercial Policy 
Consolidated Casualty Company 

















Assets $1,099,331.19 ORGANIZED 1853 


LOSSES PAID $10,950,000 


THE FARMERS’ FIRE INSURANCE CO. 
OF YORK, PENNA. 
W. H. MILLER, President A. S. McCONKEY, Sec’y & Treas. 


Organized 1852 Capital $1,000,000 


HAN OWV E R 


FIRE INSURANCE COMPANY OF NEW YORK 
ANNUAL STATEMENT JANUARY 1, 1916 
Assets, $4,642,457.28 Liabilities, $3,740,176.62 Surplus to Policyholders, $1,802,280.86 
Western Department, 1105 Insurance Exchange, Chicago 
C. W. HIGLEY, General Agent MONTGOMERY CLARK, Asst. General Agent 


INCORPORATED 1720 


ROYAL EXCHANGE ASSURANCE! 


LONDON, ENGLAND 


Surplus $496,079.49 








United States Branch RICHARD D. HARVEY 
92 William Street, New York United States Manager 


J. W. Scherr, Pres. Leuisville, werent 
STATI TUTTO UUMTTU HU! 


The Continental Operates in 
Every State in the Union 


ern of the best known insurance company are the easiest 

to se 

6 fas Continental is the largest personal Health and Accident 
Insurance Company in the world and the only one operat- 
ing in every state in the Union. 

N° other company can produce so high a recommendation. 





Continental Casualty Company | 
H. G. B. Alexander, President 

General Office: : 

910 Michigan Avenue - - - Chicago, Illinois & 


Accident, Health, Automobile, Workmen’s Compensation 
and Liability Insurance 


SUNN 


[hnssosssesssisiiiiheensnenasneainaasesiidianiintiinninianianill 
WHY DON’T YOU REPRESENT 


The Ohio Business Men’s Accident Association 


ROCKEFELLER BUILDING, CLEVELAND, OHIO 


$5,000 accident policy, $9.00; health, $12.00. Liberal, explicit and fair contracts. All our agentes 
are making sales every day. 


Agents wanted in Ohio. Write today. 
T. H. DILLON, Secy-Treas. 








DEE A. STOKER 


ACCIDENT AND HEALTH REINSURANCE 
No Company Too Large; None Too Small 


1200 Federal Life Bldg. CHICAGO 








grones E. FEENEY, President 


DWARD T. LYONS, ‘Secretary- Treasurer The L. S. MacENANEY, Managing Underwriter 


Columbian Insurance Co. 


of Indiana, 1008-9 Hume-Mansur Bldg., Indianapolis, Ind. 
Capital . . . $256,700.00 


{One t. L. LIND, State Agent . 719 Linn Street, PEORIA . Illinois, Wisconsin and Minnesota 
. HARRADEN, tate Agent, 220-21 Hammond Bidg., DETROIT - Ohio and Michigan 


Agents Wanted in 
INDIANA, ILLINOIS, OHIO, MICHIGAN, WISCONSIN and MINNESOTA 











PITTSBURG UNDERWRITERS 


GEO. R. DAVIES, Manager Commonwealth Bldg., Pittsburg, Pa. 
Feed UNDERWRITTEN BY. 
_ Allemannia Fire Insurance Co. Humboldt Fire Insurance Co. 
National-Ben Franklin Insurance Co. Teutonia Fire Insurance Co. 


all of Pittsburg, Pa. 
Capital, $1,700,000 Assets, $7,732,467.27 Surplus to Policyholders, $3,449,769.69 


F. H. Westmeyer, Toledo, Ohio, Special Agent for Indiana and Ohio 
Eliel & Loeb, Chica 0, Til., General Agents for Illinois 
New Agents Solicited. Fish Schulkamp, Madison, Wis., General Agents for Wisconsin 


The COLUMBIAN NATIONAL 


FIRE INSURANCE COMPANY 
DETROIT, MICH. 


AUTHORIZED CAPITAL - - - - 
CASH CAPITAL PAID IN - - - - 
SURPLUS TO POLICYHOLDERS - - - 








$1,000,000.00 
963,250.00 
1,257,680.79 


RELIABLE AGENTS WANTED 
Michigan, Ohio, Pennsylvania, New Jersey, Illinois, Indiana, 
Wisconsin, Iowa, Minnesota, New York, Massachusetts, 
Rhode Island, Louisiana, Texas, California 

















London & Lancashire| The CONCORDIA FIRE 


FIRE INSURANCE COMPANY 
Insurance Company OF MILWAUKEE, WIS. 


LIMITED Cash Capital - - $  600,000,00 
of Liverpool, England Reinsurance Reserve -  1,198,786.97 
Reserve for all other Liabilities 203,962.30 
Surplus to Policyholders - 1,000,236.83 
|TotalAssets - - - 2,402,986.10 


Chicago, Illinois 


CHARLES E. DOX, — 
Western 


39 S. La Salle St. STATE AGENTS 
MILO B. MARIK, Chicago, Ill., for Ill. 

L. W. SNIDER, Detroit, Mich., for Mich. 

P. E. NORRIS, Columbus, O., for Ohio and W. Va. 
F.E.HOFFMAN, Jr., Sedalia, Mo.,for Kans. and Mo. 
O. J. GRAHAM, Des Moines, Ia., for Iowa and Neb. 
FRED B. CLARK, Indianapolis, Ind., for Ind. 

H. E. MILLER, Milwaukee, Wis, for Wis. and Minn. 


A. G. McILWAINE, JR., Manager 
Hartford, Conn. 





SAM B. STOY, Manager 
San Francisco 





General Insurance 
Herbert Buxton 92 William St., New York 


Excess Insurance placed in all parts o the United 
States and Canada 


———— 


Merchants National 


Hive Jusurance Co. 
CHICAGO 


Wants Good Agents in 
Michigan 
Illinois and Wisconsin 
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CRITERION FOR AMOUNT 
OF BUSINESS POLICY 


Many Insurance Men Do Not 
Take the Capital Stock 
as Basis 


PROPER PLAN TO WORK ON 


Earning Power of the Man to Be In- 
sured Is the Usual Working 
Foundation 


The question of the amount of busi- 
ness insurance which a firm or partner- 
ship should be advised to take out and 
to which they will readily respond to 
was discussed at some length before 
the National Life Underwriters Asso- 
ciation convention in St. Louis. An at- 
tempt was made to find a working rule, 
but while several suggestions were made 
none seemed altogether satisfactory. 
Following are opinions of some Chi- 
cago specialists in this line: 

H. Selfridge Standish of the Union 
Central said that a firm should insure 
to the extent of its earnings but 
capital is no real criterion of the insur- 
ance needed. A better plan to work 
upon is the man capital or working 
power of the man who is to be insured. 
The endowment policy may be used to 
retire bond issues and at the same time 
furnish protection for the firm while 
the bonds are outstanding. 


Charles Wadsworth’s Views 


Charles Wadsworth of the Equitable 
of New York has no set rule in advis- 
ing a prospect for business insurance. 
He said that a firm should be insured 
for at least as much as its capital and 
sometimes for much more. In insuring 
the life of one member of a firm an 
attempt should be made to find out his 
earning power to that firm and insure 
him for that amount. 

W. Edwin Nichols of the New York 
Life said that the capital could not be 
used as a criterion for the insurance 
which the agent should advise his pros- 
pect to take out. He must arrive at 
some estimate of the value of the pros- 
pect to his firm. 


John BR. McFee’s Opinion 


John R. McFee of the Penn Mutual 
gave the following opinion: “Life in- 
surance to protect the business is a 
form of indemnity and the law does not 
permit an amount beyond the indemni- 
fying sufficiency of the corporation’s in- 
terest in the life insured. It is different, 

(CONTINUED ON PAGE 12) 
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Aetna Life’s Indiana meeting 
American Life Convention committees. 
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W. H. Hunt uses big stick 

Potts lauds new movement 
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AMICABLE LIFE BUILDING—22 STORIES HIGH 


AMICABLE 


Life Insurance Co. 
WACO, TEXAS 


ONE MILLION DOLLARS 


Deposited With State Treasurer of Texas 
Growth During the First Sixty-Nine Months 


COMMENCED BUSINESS APRIL 2, 1910 





Net 

Policy- | Admitted 
DATE holders’ | Assets 
Surplus 


$ 460,887 |$ 474,657 
546,390 | 823,258 
855,469 | 1,369,388 
1,445,165 | 1,769,449 
1,471,799 | 1,967,740 

966 | 2,285,214 


594, 


1,580,547 | 2,449,773 


Cash Dividends Declared te Stockholders During Last Two 
ears, $147,600.00 


Cash Dividend Declared to eee January 6, 1816, 





April. 2, 1910 




















Per Cent Dividend Declared on $820,000 Capital Stock 
6 Per Cent 


No Life Company in the United States Under 
Six Years of Age Ever Before Equalled 
Above Record 


ARTEMAS R. ROBERTS 


PRESIDENT 


Company entered in sixteen states. Will 
enter others. General agents wanted in most 
all states. 




















FIVE YEARS OLD 
MAY Ist, 1916 


The books closed on the night 
of April 30th with paid-for 
insurance in force amounting 
—to— 
$ 12,266,115.00 
and assets of over 


$900,000.00 


We are willing to stand on the above 
record. Fine territory open for men 
seeking successful connections. 


THE FARMERS © BANKERS 
LIFE INSURANCE COMPANY 
WICHITA, KANSAS 


AGENTS’ QUALIFICATIONS 
BILL HAS BEEN ENDORSED 


Wisconsin Life Convention Will 
Have an Agents’ Measure In- 
troduced in Legislature 


QUESTIONS TO BE ASKED 


Will Seek the Cooperation of All Life 
Companies Operating in the 
State 


The Wisconsin Life Convention, con- 
sisting of the younger legal reserve 
companies in the state met in Madison 
last Friday and adopted an agents’ li- 
cense law, establishing certain qualifica- 
tions for agents. It will be recom- 
mended for enactment in the next ses- 
sion of the Wisconsin legislature. A 
copy of the proposed law will be mailed 
to all companies operating in the state, 
as it is the purpose of the Wisconsin 
Life Convention to act in harmony 
with them. The Wisconsin companies 
also hope to enlist the support of 
Commissioner Cleary. 

Proposed License Law 


The proposed agents’ license law is 
as follows: 


Section 1976 (A) Agents’ Licenses: 
Life Insurance 


Section 1. Upon written notice by a 
life insurance company authorized to 
transact business in this state of its ap- 
pceintment of a person to act as its agent 
herein, the insurance commissioner shall, 
if he is satisfied that the appointee is a 
trustworthy and reliable person and in- 
tends to hold himself out in good faith as 
a life insurance agent, issue to him a 
license which shall state, in substance, 
that the company is authorized to do busi- 
ness in this state, and that the person 
named therein is the constituted agent of 


(CONTINUED ON PAGE 14) 

















The Forest City 
Life Agent’s 
Contract 


It is di- 
rect with the Home Office—no 
general agent between receiving 


is a mighty good one. 


a “rake-off’’ on the agent’s busi- 
ness. It provides first-year com- 
missions; renewal commissions; 
exclusive territory, and experi- 
enced insurance men tell us it’s the 


FAIREST CONTRACT 
they have seen. We want good 
agents to whom we will give poli- 


cies and a contract that spell suc- 
cess. YWrite for details TODAY! 


HOME OFFICE 


ROCKFORD, ILLINOIS 
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INDIANA MEETING HELD 


AETNA LIFE LEADERS’ MUSTER 
Business Meeting and Banquet Were 
Full of Inspirational Events— 
Home Office Represented 





The first annual banquet of the $100,- 
000 Club, Keene & Simpson, managers 
of the Indianapolis general agency, of 
the Aetna Life, was held at Indian- 
apolis, Saturday. This club was or- 
ganized a year ago and cash prizes, 
as well as the trip to Indianapolis to 
attend the annual banquet, were ex- 
tended to the agents and their wives, 
qualifying in the club classes. 

The business meeting was held in 
the afternoon. During the business 
meeting, the wives, as well as the ladies 
employed in the office, were entertained 
at a-grand opera matinee. Mr. Simp- 
son, junior member of the agency firm, 
announced the prize winners and pre- 
sented the prizes, which were gold 
money. 

Mede a Good Record 


The company, it was shown, had 
made a remarkable record in Indiana 
during the past year, having written 
and paid for, 106 percent more business 
than during the previous twelve months. 
The evening entertainment, which was 
a banquet, was held in the Claypool 
Hotel. John E. Keene, senior member 
of the general agency at Indianapolis, 
and also connected with the western 
general agency at Peoria, Ill, in the 
same capacity, presided as toastmaster 
and in a very interesting speech, ex- 
pressed his appreciation of the remark- 
able growth, as well as the extreme 
loyalty of the agents. He also read a 
telegram from Morgan G. Bulkeley, 
president of the company, extending 
the company’s congratulations on the 
success of the Indianapolis general 
agency and sincere wishes for their 
future success. 

The new president and vice-president 
of the $100,000 Club were introduced. 


Greetings from Hoagland 


W. H. Hoagland, junior member of 
Kenne & Hoagland of the western gen- 
eral agency, extended to the Indian- 
apolis general agency, which was, up 
to a year and a half ago, a part of 
the Peoria agency, greetings and best 
wishes. 

This was followed by two minute 
talks from the men in the field, 18 be- 
ing in attendance. Dr. E. K. Root, 
medical director of the Aetna Life, 
gave an interesting talk, the topic be- 
ing, “Our Medical Friends.” This was 
followed by a short talk from each of 
the three local examiners in Indian- 
apolis. 

Thomas C. Day’s Talk 

The principal address of the evening 
was made by Thomas C. Day of In- 
dianapolis, his subject being, “The 
Aetna Past and Present.” Mr. Day, 
who first became connected with the 
Aetna in 1864, gave the early troubles 
of the agent soliciting insurance when 
sentiment was used exclusively in clos- 
ing business; showing the change in 
forms of contracts, as well as the 
change in business since the early days 
of insurance, had put life insurance on 
a business basis and that the business 
man today did not consider life insur- 
ance as a secondary consideration. Mr. 
Day is still connected with the Aetna, 
having charge of its Indiana loans. 

H. N. Throckmorton, manager of the 
accident and liability department of the 
Aetna, made a very interesting talk. 


Frank Bushnell’s Address 


Frank Bushnell, agency secretary, 
who, together with Dr. Root, had made 
the trip from Hartford, Conn., in order 
to attend the banquet, made an address, 
expressing his high appreciation of the 
work done in Indiana and predicted a 
great future for the Indianapolis gen- 
eral agency. 

An interesting part of the program, 











Would It Help Youto Have the 


Same Service Back of You? 





CREDIT SUCCESS T0 A BOOK 


Two Successful Insurance Men Got 
Inspiration from Remarkable Book 


Special to the Phoenix Advertising Dept. 

SOMEWHERE IN OHIO, August 4,—In 
a recent interview two well-known young insur- 
ance men who have made unusual! records, attrib- 
uted their success to a book, ‘““Your Life Work,” 
issued by the Phoenix Mutual Life Insurance Co, 
The book gives a strong presentation of the 
Service Idea in selling. Both men represent the 
Phoenix Mutual locally and state that the 
Company’s representatives are collecting about 
$400,000 a year in renewal premiums from Home 
Office leads, 

















and which concluded the entertainment, 
were the pictures of the home office 
and those of the California convention, 
the company having sent, for this occa- 
sion, three reels of pictures showing 
the home office, including the officials 
and the working force. An interesting 
part of the picture showed the 900 
clerks leaving the building for their 
lunch. 


—_—_———.) tea 
CHANGES IN THE COMMITTEES 





President Coffin of the American Life 
Convention Announces Some 
Shifts in the List 





President Charles F. Coffin of the 
American Life Convention has made a 
few changes in the standing commit- 
tees. G. W. Steinman of the Midland 


Mutual of Columbus, Ohio, becomes’ 


chairman of the committee on next an- 
nual meeting. Dr. F. G. Cross of the 
Columbia Life of Ohio succeeds F. S. 
Withington on the committee on uni- 
form laws. Sidney A. Foster of the 
Royal Union succeeds A. D. Hindman 
of the American Life of Des Moines, as 
chairman of the finance committee. D. 
E. Ball of the Columbus Mutual suc- 
ceeds E. G. Simmons of the Pan-Amer- 
ican on the committee on medical ex- 
amination. Ernest M. Blehl of the 
Philadelphia Life becomes chairman 
of the committee on agents and agen- 
cies. A. H. Rodes of the Two Repub- 
lics Life of El Paso succeeds W. J. 
Clemens of the Great Republic Life 
on this committee. W. H. Hunt of the 
Cleveland Life becomes chairman of 
the committee on taxation, and James 
P. Sullivan of the Farmers & Bankers 
of Kansas succeeds E. H. Davis of the 
American National of Texas on the 
committee. 


ee ie 
To Celebrate Golden Year 

With the close of the present year 
the Equitable Life of Iowa will cele- 
brate its golden anniversary, complet- 
ing fifty years of business. The re- 
sults that have been accomplished are 
fully up to the expectations and pur- 
poses of the founders of the company, 
which is going ahead to far greater 
successes with lengthening strides. 
Three vital features of a company’s 
business are careful selection of risks 
resulting in a low average of mortality, 
high interest earnings on investments 
due to a successful investment policy 
and reasonable expense of management. 
It can truly be said that the Equitable 
Life of Iowa has stood well to the front 
in these important elements of the 
business and has to its credit many 
splendid records of results attained 
during the half century it has been do- 
ing business. 





The Acid Test for Strength, 


Liberality, Service and Low Cost 
places Gh 





7 LZ, L000 





CAPABLE AGENTS WANTED 
J. C. CAMPBELL, State Agent for Ohio and West Virginia 
S. W. Cor. State and Third Sts., COLUMBUS, OHIO 











A Year of Rich Opportunity 


To make the most of it you must have unexcelled policy contract, low net 
cost, unexcelled equipment, unexcelled Home Office and Agency service, Com- 
pany reputation high as the highest, a genuinely fraternal spirit between 
Home Office and Field, and an institutional sense of willing duty to policy- 
holders, beneficiaries, and the public. When salesmanship ability is joined to 
these, the Fieldman’s success is bound to be satisfying and continuing. 

Occasionally we have a General Agency opening. 


Joseph C. Behan, Superintendent of Agencies 
Massachusetts Mutual Life Insurance Company 


Springfield, Massachusetts 
Incorporated 1851 











The New England Mutual’s recognized position in the forefront of Ameri- 
can companies is the result of seventy-two years of honorable 
and equitable dealing. 


New England Mutual Life 
Insurance Co. 


Boston, Massachusetts 


In its ranks the intelligent and aggressive agent will find the essential ele- 
ments of company service in richest measure and under 


exceptional conditions. 
ALFRED D. FOSTER GLOVER S. HASTINGS 
PRESIDENT 


SUPT.OF AGENCIES 




















State Mutual Life Assurance Co. 
of 


Worcester, Massachusetts 


Incorporated 1844 
& under the beneficent law of Massachusetts of uninterrupted 
Seventy Two Years and continued service to our policy holders. 
Unexcelled Policy Contracts — Satisfied Policyholders 
—Equitable,;Treatment plus Service—Satisfied Agents 
Additions are made to our Force when the Right Men are Found 


B. H. WRIGHT, President D. W. CARTER, Secretary 
STEPHEN IRELAND, Inspector of Agencies . 
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ASSOCIATION OF LIFE AGENCY OFFICERS EFFECTS ORGANIZATION 





SEVENTY-FIVE MEN REPRESENTING FIFTY COMPANIES AT MEETING IN CHICAGO 


RUSSELL FIRST CHAIRMAN 





Isaac Miller Hamilton, Temporary 
Chairman, Is Made Sec- 


retary- Treasurer 





MEMBERSHIP IS PERSONAL 
RGANIZATION of the Associa- 
tion of Life Agency Officers 

Hotel La Salle, Chicago, Monday. | 
The government of the body is in 
seven members. The following were 
elected: Winslow Russell, agency man- 
Stadden, president, Franklin Life; Wil- 
liam E. Taylor, superintendent of agen- 
E. Aldrich, superintendent of agencies, 
Equitable Life of lowa; Glover S. Hast- 
England Life; George H. Hunt, Im- 
perial Life of Canada, and J. B. Reyn- 
committee elected its chairman and as 
chairman of the association Mr. Russell. 

retary-treasurer of the organization. 

Membership Is Cosmopolitan 
sented by more than seventy-five 
agency executives, though sixty-nine 
themselves as favorable to the estab- 
lishment of the organization and of an 

It is the one organization to which 
all legal reserve life companies are eligi- 
bership may be said to be cosmopolitan. 
Every part of the country except the 
organization meetings, and in_ fact 
six Canadian companies participated 
liberations and either have or will no 
doubt become members. The big com- 
companies of that territory were rep- 
resented; also the big companies of 
medium sized companies of both ter- 
ritories and officers from some of the 
represented. 

Hamilton Presides at Sessions 
committee appointed at the World’s 
Salesmanship Congress at Detroit last 
such an organization, called the meet- 
ing to order. He stated that all legal 
the meeting and that sixty-nine had 
responded. He read the names of those 
tion for the election of a temporary 
chairman and Isaac Miller Hamilton, 
¢ago, was nominated. There were no 
other nominations and he was unani- 
Mr. Hamilton explained that he had 
offered the resolution at Detroit that 
sumed it was this that brought to him 
the honor. He said that the meeting 
and the association could and no doubt 
would accomplish much good for the 
as a whole. 

Much Discussion Over Membership 
ing by-laws, was presented by George 
B. Stadden, president of the Franklin 


O was effected at a meeting at the 
the hands of an executive committee of 
ager, Phoenix Mutual Life; George B. 
cies, Equitable Life of New York; H. 
ings, superintendent of agencies, New 
olds, president, Kansas City Life. The 
Isaac Miller Hamilton was elected sec- 
About fifty companies were repre- 
companies had previously expressed 
intention of being represented. 
ble and the only one in which the mem- 
Pacific Coast was represented at the 
through their representatives in the de- 
panies of the east as well as the smaller 
the west. There were men from the 
very smallest. The south also was well 
Winslow Russell, as chairman of the 
summer to consider the advisability of 
reserve companies had been notified of 
companies. He then called for a mo- 
president of the Federal Life of Chi- 
mously elected. In taking the gavel 
had created the committee and he pre- 
was one of far reaching importance 
companies represented and the business 
The report of the committee, suggest- 
Life. He read the tentative draft and 


then proposed articles were taken up 
for discussion and adoption section by 
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ROSTER OF THE MEETING 








American Bankers, E. W. Spicer, presi- 
ent. 
American Central, H. M. Woollen, presi- 


ent. 
Berkshire, W. S. Weld, superintendent 
of agents. 
Central Life of Iowa, Harry G. Everett, 
secretary. . 
Central States, J. A. McVoy, president. 
Cleveland Life, W. H. Hunt, president, 
W. E. Gleason, superintendent of agents. 
Connecticut General, F. C. Griswold, su- 
perintendent of agents. 
Connecticut Mutual, G. M. Lovelace, su- 
perintendent of agents. ; 
Continental, Philip Burnet, president. 
Equitable of Iowa, H. E. Aldrich, su- 
perintendents of agents, and C. H. Hatton. 
Equitable of New York, W. E. Taylor, 
vice-president and superintendent of 
agents. : . 
Federal, Isaac Miller Hamilton, presi- 
dent, and Charles S. Rannells, secretary. 
Franklin, George B. Stadden, president, 
and Henry Abels, secretary. 
Forest City, A. D. Warner, president. 
Germania, T. Louis Hansen, superin- 
tendent of agencies. 4 
German Mutual, St. Louis, F. D. Patton, 
superintendent of agents. , 
Girard, R. H. Pickering, superintendent 
of agents. ; i ‘ 
Great Northern, Wis., W. A. Fricke, vice- 
president. : ’ 
Guardian, George A. Boissard, president. 
Illinois Life, R. W. Stevens, vice-presi- 
dent, K. B. Korrady, assistant agency man- 
ager, O. J. Arnold, secretary. 
Inter-Southern Life, George G. Summers, 
secretary, and Stanley Reed, assistant sec- 
retary. 
Kansas City Life, J. B. Reynolds, presi- 


ent. 

Lincoln National, W. T. Shepard, third 
vice-president and manager of agents. 

Mutual Life, T. P. Morgan, agency su- 
pervisor. 

National Life, U. S. A., R. D. Lay, sec- 
retary, G. Wilson, superintendent of 
agents. i 

National Life, Vt., H. M. Cutler, vice- 
president, and E. D. Field, manager of 
agencies. 


_ New England Mutual, Glover S. Hast- 
ings, superintendent of agencies, and S.C. 
Handy, assistant. 
Northwestern Mutual, George E. Cope- 
land, superintendent of agencies. 
Peoples Life, Chicago, L. J. Arnold, ac- 
tuary and assistant secretary. 


Phoenix Mutual, Winslow Russell, 
agency manager, and C. A. Secoy, as- 
sistant. 


Preferred Life, R. L. Wilson, secretary. 

_Royal Union Mutual, Sidney A. Foster, 
vice-president and secretary. 

Standard Life, Frank A. Wesley, vice- 
president. 

State Life, Charles F. Coffin, vice-presi- 
dent, and Robert E. Sweeney, assistant 
superintendent of agencies. 

Volunteer State, W. L. McPheeters, vice- 
president and manager of agencies. 

Wisconsin Life, N. J. Frey, secretary. 

Canada Life, A. G. Ramsey, vice-presi- 
dent, and A. N. Mitchell. 

Dominion Life of Canada, Fred Halsted, 
general superintendent. 
— Life of Canada, George H. 


unt. 
London Life, E. E. Reid, assistant mana- 
ger. 
Manufacturers Life of Toronto, L. A. 
Spaulding, superintendent. 

North American Life, Toronto, 
E. J. Harvey, superintendent. 

Other companies which have signified 
their intention of joining in the move- 
ment are the American National of St. 
Louis, Bankers Life of Iowa, Cedar Rap- 
ids Life, Farmers & Bankers Life of Wi- 
chita, Fidelity Mutual, Fort Worth Life, 
George Washington Life, Guaranty Life 
of Davenport, Ia., Idaho State, Indian- 
apolis Life, Indiana National, John Han- 
cock Mutual, Massachusetts Mutual, Mich- 
igan Mutual, Midland Mutual, Montana 
Life, New World Life, North American 
of Chicago, Old Line Bankers of Lincoln, 
Pan-American, Peoria, Philadelphia Life, 
Reserve Yoan Life, Scandia, Scranton, 
Life, Security Mutual of Binghamton, 
N. Y., Southern Life & Trust, State Mu- 
— s Worcester, United States Annuity 

ife. 


Can., 








section and paragraph by paragraph. 
The big discussion was over the mem- 
bership—whether it should be by_com- 
panies or by individuals. It was finally 
decided that the membership should 
be personal, though the assemblage 
had previously voted for company 
membership and the ultimate decision 
was reached on motion to reconsider 
the previous action. There is a limita- 
tion of one member and one alternate 
from any ‘one company. It was felt 
by many that greater good could be 
accomplished and a stronger organiza- 
tion could be effected if companies were 
direct members and were permitted one 





delegate and one alternate in the asso- 

















ciation. Chairman Hamilton pointed 
out that such organizations always 
were stronger than those in which 
membership was personal. 


Decide on Personal Membership 


George E. Copeland, superintendent 
of agents of the Northwestern Mutual 
Life, insisted that such action was not 
in keeping with the call issued for the 
meeting, and pointed out further that 
many agency executives were not em- 
powered to bind their company to cer- 
tain courses of action. When the morn- 
ing session adjourned for luncheon, it 
had been voted to have a company 


(CONTINUED ON PAGE 4) 


COMMENT ON MOVEMENT 





New Association Brings Together 
Important Factors in 
Company Work 








BY E. JAY WOHLGEMUTE 


CAN ACCOMPLISH MUCH GOOD 

NOTHER brand new organization 

takes its place in the ranks of in- 
surance associations as the result 
of the initial meeting at the Hotel La 
Salle, Chicago, of the agency execu- 
tives of sixty-nine of the leading United 
States and Canadian companies. The 
number of companies represented and 
their prominence is sufficient guaran- 
tee of the worth-whileness of the asso- 
ciation and its purposes. The meeting 
itself was a complete success. The 
writer has had the good fortune to 
have been present at the initial meet- 
ings of a number of the associations 
now important in the insurance world. 
None of them showed at the outset the 
interest, spontaneity and enthusiasm of 
the Association of Life Agency Offi- 
cers, for that is what the baby is to be 
called. The suggested by-laws pro- 
posed the name “Agency Officers Asso- 
ciation,” but this was thought to be 
not definite enough. 


Agency Man Now Has a Home 


Heretofore the agency executive of 
a life insurance company has been with- 
out a home, so far as a definite place 
in any insurance organization was con- 
cerned. The executive, the legal, the 
actuarial and the medical departments 
of the home office have long had the 
benefit of regular organizations for the 
interchange of opinion and informa- 
tion, The agency executive, and sales 
end from the standpoint of the home 
office, constituting the pulse and life of 
the company, with the most difficult 
and complicated problems perhaps of 
all to solve, have heretofore had to go 
it alone. This is to be remedied by a 
new organization and one which is 
launched under the most auspicious 
leadership. 


Inspiration Comes from Sales End 


_ The inspiration of modern business, 
including insurance, comes from the 
sales end. The greatest industrial or- 
ganizations, which have achieved won- 
derful success and have transformed 
the business world, have become what 
they are largely through the sales de- 
partment. The presidents of the larg- 
est corporations are not ashamed to be 
classed with salesmen. Production, it 
is true, is of the greatest importance, 
but distribution is equally so, and in 
every large modern business organiza- 
tion it will be found that the man who 
has achieved most, the head of the 
company, has given his chief attention 
to the proper distribution of the prod- 
uct. If he has not taken charge of this 
department himself he has kept in close 
touch with it and supervised it through 
the active sales manager. 


All Interested in Same Problem 


In this first life insurance sales con- 
gress men of all types and official po- 
sitions were to be found, but there was 
the predominating trait in each one of 
a keen, vital interest in the greatest 
problem confronting the business, how 
to select and train agents with the 
greatest possible efficiency and econ- 
omy, with the least possible waste. It 
will interest the reader to scan the list 
of those present. If the president of 
the company was there, and many 
presidents were present, he was the 
man who takes an active interest in the 





practical field problems of his com- 
pany, and by the same token has a 
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WORTH KNOWING 


Suppose that you are insured in the United Life and Accident Insurance Company of New Hampshire for $5,000 under the Company’s Triple Indemnity 
Plan, what does your Policy guarantee to do? 





ANSWER: 
FIRST, it that in case of death from any cause, $5,000, the face of the Polic a, wil will be pa 
SECO ND, ng - —_ of death from any ACCIDENT. $10,000, or DOUBLE the face of the Policy, will be peas. 
THIRD death from certain IFIED accident, Se. or TIMES th oF, wi of the P 
UT THIS 18 OT ALL. The Accident Disability Endorsement 


UNITED LIFE AND ACCIDENT INSURANCE CO..""22ts.:entusts 
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company which usually happens to 
show a steady and rapid growth. If 
the agency department of one of the 
older and large companies was repre- 
sented, it was one of the companies 
which agents know to be particularly 
up to date in the service which it gives 
its field men, and which is noted for 
the active cooperation and sympathy of 
its home office. It is worth noting, 
also, that there is no regular staff of 
officials in the new association, which 
means that there will likely be little 
politics or similar diversion at the meet- 
ings. Likewise, those who attend its 
conventions will probably not have te 
listen to canned oratory, but snap and 
efficiency will be the watchwords, with 
emphasis on short discussions, “Hit- 
ting the sawdust trail,” as Winslow 
Russell calls it. 


Russell Is Logical President 


It was the natural outcome of the 
organization meeting that Mr. Russell 
should have been selected as chairman 
of the executive committee to serve for 
the first year. Much of the prelimi- 
nary work of organization was done 
from his office and he is one of the 
leaders in the present movement to- 
ward greater efficiency in life insur- 
ance salesmen. The democracy and 
spirit of the movement was shown by 
the acceptance of the rather onerous 
position of secretary and treasurer by 
the president of one of the progressive 
western companies, Mr. Hamilton, who 
has filled much more important posi- 
tions with distinction and credit. 


Get on the Same Platform 


It has always been supposed that 
there is such competition among the 
agency managers of the various com- 
panies for agents, and that the feel- 
ing engendered by rivalry and suspi- 
cion created such delicate relations 
among them, that an association would 
not be feasible. Yet at least sixty- 
nine of the companies, through their 
presidents, vice-presidents, agency su- 
perintendents, and those of other ti- 
tles—men like William FE. Taylor, 
George E. Copeland, E. D. Field, G. 
M. Lovelace, T. Louis Hansen, Glover 
S. Hastings, in charge of the agency 
departments for some of the oldest and 
largest companies in the country—have 
met on common ground with men from 
the progressive and successful western 
companies of the type of Isaac Miller 
Hamilton, Robert D. Lay, George B. 
Stadden, Henry Abels, H. M. Woollen, 
C. F. Coffin, W. H. Hunt, George A. 
Boissard, R. W. Stevens, J. B. Rey- 
nolds and Sidney A. Foster, in a com- 
mon movement for the elimination of 
waste in life insurance agency man- 
agement and the development of field 
work to a higher standard of efficiency. 


Company Lines Are Forgotten 


The reason for the coming together 
of these men lies in the interest in 
the problem itself. Company lines are 
forgotten and all realize that they have 
something to contribute to one an- 
other for their own benefit and their 
common good. The association is in- 
teresting in another way. It is the only 
life insurance organization which 
touches and draws its elements from 
all the others, and even from the out- 
side. It really had its inception at 
the recent World’s Salesmanship Con- 
gress in Detroit, when at a luncheon 
of some of the life insurance men who 
were present following the regular ses- 


sions, a committee was selected to con- 
sider the formation of a life insurance 
sales managers’ organization. In a 
way, the World’s Salesmanship Con- 
gress was the occasion and inspiration 
for the association. 


Draws from Many Lines 


It draws its members indiscrimi- 
nately from companies that are in the 
Presidents Association and the Amer- 
ican Life Convention, so that both of 
these associations are interested in it. 
It is interested in many of the same 
problems as the National Association 
of Life Underwriters, although having 
a field distinct from that of the gen- 
eral agents and managers in charge of 
local territory. In the new association 
many of the most vital and important 
ideas which have been discussed in all 
these various bodies will find a forum 
where they can be discussed by repre- 
sentatives of all kinds of legal reserve 
companies. 


Problems Are Broad Ones 


No harm and nothing but good can 
come from this new organization. It 
does not add materially to the ex- 
pense of the business, since the dues 
are only $10 per year for each com- 
pany. The problems to be studied are 
of unusual consequence. With the uni- 
versal application of the life insurance 
idea, the present organization in the 
field is sufficiently large, if developed 
to its highest efficiency, to take care of 
the greatly enlarged business which 


must necessarily be done if private life’ 


insurance is to perform its proper func- 
tion. If 6,000,000 new policyholders are 
to be placed on the books next year, as 
proposed by former President Woods 
of the National Life Underwriters As- 
sociation, the agency system must be 
improved until the last dollar of un- 
necessary waste has been eliminated. 
The men at the fountain heads of this 
system, in the home offices, are the 
ones to formulate and to a large meas- 
ure enforce the methods that are to 
bring about the desired results. 

THE WESTERN UNDERWRITER wishes to 
take this occasion to endorse unequiv- 
ocally the new association and to 
strongly urge upon every company 
which did not have a representative at 
Chicago, to join in the movement and 
send in its membership at once. 

32.20 2-___ 


RUSSELL IS FIRST CHAIRMAN 
(CONTINUED FROM PAGE 3) 


membership. It apparently developed, 
however, that such action would shut 
out a number of men who are inter- 
ested in the proposed work and who 
would add strength to it. At the open- 
ing of the afternoon session, Winslow 
Russell moved a reconsideration of the 
morning action. 

Some very interesting discussions de- 
veloped over different portions of the 
by-laws. Among those who took a 
prominent part in these were Charles 
F. Coffin, vice-president of the State 
Life of Indiana and president of the 
American Life Convention; Philip Bur- 
net, president of the Continental Life 
of Wilmington, Del.; William E. Tay- 
lor, superintendent of agencies of the 
Equitable of New York; Robert D. Lay, 
secretary of the National Life, U.S. A., 
and Mr. Russell. Mr. Coffin’s sugges- 
tions on many occasions furnished solu- 
tions for knotty problems that arose. 





Mr. Lay also displayed ability at formu- 





THE BEST SELLER 


We have the NEWEST IDEA IN INSURANCE. THE PREFER- 
RED LIFE IS PROGRESSIVE. 
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THE PREFERRED LIFE INSURANCE 


COMPANY OF AMERICA 
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If you are doubtful, just ask us 
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The Masonic Mutual Life Association 


Of the District of Columbia 
Chartered by Special Act of Congress, March 3, 1869. 
The Security of the Old Line 
The Economy of the Fraternal 
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terms and territory, write to 


WM. MONTGOMERY, Sec’y and Gen. Mgr. 
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lating sentences that expressed just ex- 
actly what the meeting desired. 


Beasons for Some By-Laws 


The executive officers of the organ- 
ization are elected by the executive 
committee and not by the membership 
as a whole. This is to eliminate all 
possibility of having the association 
serve for the aggrandizement of any 
one member. 

The dues were fixed at $10 a year 
because it was felt that at first the 
association should be economical. It is 
expected that these will probably be 
raised later, when definite plans for 
work are made. 

The by-laws originally contained a 
provision for the dropping of members 
who were guilty of practices inimical 
to the best interests of life insurance 
and not in keeping with the expressed 
object of the association. It was gen- 
erally felt, however, that the organiza- 
tion should not take upon itself the 
disciplining of members. 


Two Commissioners Speak 


At the afternoon session two insur- 
ance commissioners spoke. Rufus M. 
Potts, Illinois superintendent, was on 
the program for an address on “The 
Life Insurance Agent That Appeals to 
Me.” He said that the time had ar- 
rived to do something along the lines 
proposed by the association and that 
he knew it would have the backing and 
assistance of the supervisory officials. 
A more complete report of his address 
is given elsewhere. Commissioner 
Walter K. Chorn of Missouri was in 
Chicago on other business and dropped 
in for a few moments. Chairman Hamil- 
ton recognized him and called for a 
few remarks. Mr. Chorn reiterated the 
assurance of support given by Mr. 
Potts. He invited the association to 
hold its next meeting in either Kansas 
City or St. Louis. M. Barrett of 
the World’s Salesmanship Congress 
told of the prominence life men were 
showing in local salesman’s clubs. F. 
Lyman Wells of McLeans Hospital, 
Waverly, Mass., spoke on vocational 
psychology and the testing and examin- 





ing of prospect agents for the purpose 


of eliminating those mentally and phys- 
ically unfit for the work. 


Russell Called to Chair 


During the program the executive 
committee retired and elected the chair- 
man and secretary-treasurer. At the 
close of the session Chairman Russell 
was called to the rostrum. Because of 
the late hour it was necessary to forego 
a proposed experience meeting and ad- 
journ so that the executive committee 
could hold its initial session. 








Snap Shots of 
the Meeting 




















Charles F. Coffin, vice-president of the 
State Life, had the honor of naming the 
new baby. He proposed the change in 
name from the Agency Officers Association 
to the Association of Life Agency Officers. 


Miller Hamilton, president of the 
Federal Life, was accorded an unusual but 
deserved honor when William E. Taylor 
of the Equitable offered a special resolu- 
tion of thanks and appreciation for his 
work as temporary chairman. 


Philip Burnet, president of the Continen- 
tal Life of Wilmington, Del., chairman of 
the committee on nominations, took an 
important part in the proceedings. He 
has not heretofore taken a great interest 
in association work but will be heard from 
in the future. Incidentally he is at the 
head of one of the most successful of 
the younger companies. , 


George B. Stadden of the Franklin Life, 
chairman of the preliminary organization 
committee, is one of the men who has done 
a lot of hard work and who contributed 
much to the success of the meeting. 


That the insurance departments are in- 
terested in the problem of securing effi- 
cient agents and may be depended upon 
to contribute their important help in the 
work, was shown by the presence of Com- 
missioners Potts of Illinois and Chorn of 
Missouri, both of whom in their speeches 
endorsed the purposes of the organization. 


J. B. Reynolds, president of the Kansas 
City Life, was another company official 
who showed his keen interest by attend- 
ing the sessions and taking part in the 
discussions. 

* x * 

All the Hartford companies were repre- 

sented except the Aetna Life and Travel- 








BY-LAWS ADOPTED 





BY ORGANIZATION 














This association shall be known as The 
Association of Life Agency Officers. 


Object 


The object of this association shall 
be SS ae and een te 
of opinion upon matters to 
the betterment of the selling depart- 
ment of life insurance, throu the 
improvement in the quality of men 
who enter the business, through the 
elimination of those who bring dis- 
credit to it, and through a study of 
methods of selection and training of 
life insurance salesmen. 


Membership 


The membership of this association 
shall be composed of agency officers offi- 
cially designated by legal reserve life 
insurance companies of the United States 
and Canada and the membership shall be 
limited to one representative from each 
company. 

New members may hereafter be ad- 
mitted to the association upon applica- 
tion and by vote of the executive com- 
mittee. 

An alternate mernber shall have the 
right to vote only in the absence of the 
regular member. 

Any member shall be dropped from the 
roll of membership upon failure to pay 
dues within one month following notice 
thereof. 

Dues 


The membership dues in the association 
shall be $10, payable upon election to 
membership and annually thereafter. 


Officers 


There shall be elected by ballot at each 
annual meeting seven members of the as- 
sociation, who shall constitute an execu- 
tive committee. 

This committee shall perform the func- 
tions of the association between the meet- 
ings, as provided herein, and shall hold 
meetings upon written call of the chair- 
man or the written request of four mem- 
bers thereof. 

Members of the executive committee 
shall hold office for one year or until their 


successors are chosen. Four members shall 
constitute a quorum, and the committee 
shall have power to fill any vacancies that 
may occur in its membership. 

The executive committee shall select 
from its membership a chairman who 
shall also be the chairman of the associa- 
tion and who shall hold office for one year 
or until his successor is chosen. They 
shall also select a secretary-treasurer, who 
shall likewise hold office for one year or 
until his successor is chosen. 

The secretary-treasurer shall receive 
and carefully keep all the moneys of the 
association and disburse the same, as may 
be directed by the association or the execu- 
tive committee. He shall keep the records 
of all meetings of the association and the 
executive committee, and shall notify the 
members of all meetings of the association. 
In case of special meetings, the business 
for which the meeting is called shall be 
stated in the notice. 

The executive committee shall appoint 
an auditing committee of three members 
of the association, to audit the expendi- 
tures and to report thereon at the annual 
meeting and at such other times as the 
ee or executive committee may 

irect. 


Annual Meeting 


The annual meeting shall be held on 
call of the executive committee, written 
notice of which shall be mailed in due 
time to reach members not later than 30 
days prior to such meeting. Fifteen mem- 
bers shall constitute a quorum. 


Special Meetings 


Special meetings may be called by the 
chairman, or on the written request of 
fifteen members, he shall issue a call for 
such meeting, and not less than 10 days 
notice thereof shall be given. 


Amendments 


Amendments to these by-laws may be 
made by a two-thirds vote of members 
present at any meeting of the associa- 
tion, provided that a copy of such pro- 
posed amendment be filed with the chair- 
man of the executive committee, who shall 
cause a copy thereof to be mailed to each 





member, as provided in the call. 
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The Company OF the People, BY the People, FOR the People 


The Metropolitan Life 


Insurance Company 


Incorporated by the State of New York 


Home Office, One Madison Ave., New York City 
Proof of Public Confidence 


This Company has more premium-paying business in force in the United 
States than any other Company, and for each of the last seventeen years has had 








more new insurance accepted and issued than any other Company in America. 


The Daily Average Business During 1915 


639 per day in Number of Claims Paid. 9,175 per day in Number of Poli- 
cies issued and revived for $1,956,438 per day in New Insurance issued, revived 
and increased. $326,616.59 per day in payments to Policy-holders and addition 
to Reserve. $146,602.49 per day in Increase of Assets. 


OLD COLONY LIFE 


INSURANCE COMPANY 
Old Colony Building Chicago, Illinois 


Insures man, woman and child from ages 2 to 60 inclusive, under Legal Reserve 
Standard Provisions (not Industrial) non-participating policies. Territory open 
in Illinois, Wisconsin, Michigan, Minnesota, South Dakota, Nebraska, Okla- 
homa, Arkansas, Tennessee and Kansas. Write for a General Agent’s contract, 
to be made direct with the Home Office, to B. R. NUESKE, Vice-President and 
General Manager. 


Illustration of our Family Insurance, 20-Payment Life (End. at 85), with Insur- 
ance of Premium Payments: Baby’s (2) $250, costs $5.37; Young Lady’s (4) 
$250, $5.46; Junior’s (6) $250, $5.54; Mother’s (30) $500, $15.58; Father’s (35) 
$1,000, $31.11; total for family, $63.06. The special provision of this insurance 
is that if Father dies, Mother and Children receive not only the insurance on his 
life, but are excused from the further payment of premiums on their own insurance, 
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ers. Other New England mep in attend- 
ance were E. D. Field of the National 
of Vermont and Glover S. Hastings and 
8. T. Handy of the New England Mu- 


tual. 
a“ a + 


The Mutual Life of New York was rep- 
resented by T. C. Morgan, agency super- 
visor, and George E. eland was down 
from Milwaukee for the Northwestern Mu- 
tual Life. Sig GP 


The nominating committee was composed 
of Philip Burnet, chairman, and H. M. 
Woollen and T. Louis Hansen. 

. & oa 


The appointment of @. Russell Leonard, 
who is well known as the official stenog- 
rapher of the National Life Underwriters 
Association conventions and who has been 
doing some traveling as assistant to the 
president, as secretary of the meeting in- 
sures a very efficient report. 


List of Directors 


The Crescent Life of Indianapolis, 
which recently started in business, now 
has the following directors: H. B. 
Burnet, president Burnet-Binford Lum- 
ber Company, Indianapolis; M. E. Cal- 
lane, teller First National Bank, Le- 
banon, Ind.; W. E. Callane, retired 
manufacturer, Lebanon, Ind.; Leslie 
D. Clancy, recorder Murat Temple, 
A. A. O. N. M. S., former super- 
intendent of mails, Indianapolis post- 
office; John C. Humes, life insur- 
ance, Indianapolis; C. B. Jenkins, treas- 
urer and manager Noblesville Milling 
Company, president Indiana Millers As- 
sociation, Noblesville, Ind.; M. E. Mc- 
Haffie, proprietor Forest Home Stock 
Farm, Coatesville, Ind.; Walter Myers, 
attorney, Indianapolis; Charles S. Way, 
president Commercial Club, secretary 
Columbus Handle & Tool Company, 
Columbus, Ind. 

> 6 a 

The Detroit agency of the Mutual Life, 
up to Oct. 16, was $1,500,000 ahead of last 
year’s figures on paid-for business. The 
Detroit.agency expects to reach its quota 
for the year by the end of October. 








“Cash In” 
On The 
By-Product 


Write your prospect 
a Federal low-cost 
accident or disabil- 
ity policy. 

His life policy will be 
easier to sell after you 
have started him with 
an accident policy. 


May We Explain? 


Federal Casualty Co. 


DETROIT MICHIGAN 


AREYOU ALIVE AGENT? 
Can You Produce Business? 


Ww. want a man who can show a good clean 
record —large or small producer, for large 
or small territory—t® write our Guaranteed 
Premium Reducing Policy. Pays Double the 
Face on Accidental Death. Total Disability. 
20-Pay Plan Guaranteed Paid up in 15 years. 
Address Jas. H. Jamison, Pres. 










































| * Jnsurance Company 


OF CES MOINES. IOWA. 


FEDERAL UNION LIFE 


Insurance Company 
Cincinnati, Ohio 
has just issued a very interestmg booklet 





‘‘Suggestions for Increasing 
Your Income’”’ 


and would be pleased to send a copy to every 
Life, Fire and Accident Agent in 


Ohio, Illinois and Kentucky 




















POTTS LAUDS MOVEMENT 


SEES GREAT POSSIBILITIES 





Illinois Commissioner Says Insurance 
Is Great Corrector of Social 
Maladjustments 





In addressing the Association of Life 
Agency Officers, Superintendent Ru- 
fus M. Potts of Illinois showed how 
all existence, other than that of the 
universe, was subject to maladjust- 
ment. Insurance, he said, was the one 
institution that had made big progress 
in correcting the faults of social life, 
and it can only accomplish greater 
things as it is improved. The new or- 
ganization, he believes, will do big 
things toward helping insurance elimi- 
nate the social maladjustments. In 
part, Mr. Potts said: 

The universe maintains a perfect ad- 
justment and will operate eternally 
without destruction. Maladjustment 
enters into all other existence and is 
perceptible. The adjustment of phys- 
ical to spiritual existence has been at- 
tempted for centuries, with encourag- 
ing success, but in a great measure this 
maladjustment apparently still exists. 
The church, as the central controlling 
institution, with religion as the active 
agent and impelling force, has brought 
men within its influence, to live in har- 
mony with the teachings of the Saviour, 
and spiritual adjustment is thereby ac: 
complished. Next in importance comes 
social and economic adjustment, which 
includes the relations and activities of 
all humankind. Maladjustment in these 
fields is pronounced and destructive. 


Where Changes Are Most Needed 


There is one great and beneficent in- 
stitution that makes all mankind kin. 
This great institution has so far con- 
tributed much toward social and eco- 
nomic adjustment; it is the one instru- 
mentality for world-wide readjustment 
of social and economic conditions, and 
this institution is insurance. When in- 
surance becomes universal in all its 
branches, then social and economic con- 
ditions will have most nearly reached 
perfect adjustment. We should not as- 
sume, at this period in the evolution of 
the insurance business, which is com- 
paratively new to civilization, that it 
has reached the stage of idealism. It 
suffers from some abuses and is bur- 
dened by mistakes, for which remedies 
are being speedily applied. The pres- 
ent agency system demands our atten- 
tion, as a feature of great importance 
in the elimination of elements of 
waste and in the interest of efficiency 
and improved conditions. 


Commends Association’s Purpose 


It is the purpose of your association, 
as I understand it, to eliminate every 
feature of inefficiency and waste from 
the present agency system. our ac- 
tion is to the interest of the great body 
of agents, as well as to the great insti- 
tution of insurance, because it will 
either eliminate the incompetent agent 
or compel him to meet the standards of 
his profession, upon which his real suc- 
cess and service depend. It is like- 
wise to the interest of the insurance 
companies, because elimination of the 
waste and loss from incompetent and 
unserviceable agents, to be accom- 
plished by your efforts, must bring in- 
surance closer to those most needing 
its protection. 


Favors Qualifications Law 


With the great institution of insur- 
ance available, embodied in adequate 
and efficient insurance organizations 
and systems, then the messenger bring- 
ing the benefits of this institution to 
the great common people, for whom it 
was ordained, must be a disciple of all 
that it exemplifies. He must be a 
model of honesty and integrity, a rep- 
resentative of human upbuilding, a 
faithful employe of the insurance or- 
ganization and a servant of the people. 








JANUARY TO JUNE WERE THE SIX BEST SUCCES- 
SIVE MONTHS IN COMPANY'S HISTORY. IN 
THAT TIME WE GAINED 2} MILLION IN FORCE 


AGENTS WANTED IN INDIANA, MICHIGAN, OHIO, 
PENNSYLVANIA. 





MEN HAVING NO PREVIOUS INSURANCE EXPER- 
IENCE WILL BE INSTRUCTED AND PREPARED 
FOR SUCCESS. 











NON-FORFEITABLE AGENCY CONTRACTS WITH 


























. CONTINUOUS RENEWALS TO EXPERIENCED MEN. 
SEE POCKET INDEX FOR OUR GREAT RECORD AND WRITE, IN 
CONFIDENCE. 
LINCOLN NATIONAL 
LIFE INSURANCE COMPANY 
FORT WAYNE, INDIANA 
C x Insurance in Forée 
onservative - ~ $21,000,000.00 
Assets 
Secure ~ ~ ~ ~ $1,800,000.00 


L tb l Licensed in Mo., Ill., Neb., Kas., Okla., Celo., 
1pera ad Wyo., Ment., Idaho, Utah, New Mex., S. Dak. 


Central States Life 


Insurance Company, St. Louis, Me. 
JAMES A. McVOY, VICE-PRESIDENT AND GENERAL MANAGER 











The Gem City Life Insurance Company 


DAYTON, OHIO 
General Agency Openings In First Class Territory In Ohio Only 


Life Department—Low Level Premiums, Non-Participating 
Accident Department—Unexcelled Policies and Rates 











First Life and Trust Company 
of Illinois 


9th floor, 20 East Jackson Blvd. 


Now organizing, desire five stock salesmen—commis- 
sion basis only. Good territory and leads furnished. 














The PERFECT PROTECTION POLICY of the RELIANCE LIFE 


ives you something absolutely new and different to talk to your prospects. 
ives you a chance to earn more money than you are now making. 
Our Life Insurance Contracts contain the most up-to-date clauses known 
to the Insurance World. The Accident and Health gives full protection 
for at least a third less cost than regular casualty companies. Our agency 
contracts are as liberal as can be made. 


WRITE AND WE VILL TELL YOU MORE ABOUT OURSELVES 


Reliance Life Insurance Company of Pittsburgh "titin;"" Pittssurgh, Pa. 





Pensions for Individuals. 


Pensions for Superannuated Em- 
ployees of Business Institutions. 


Pensions instead of Legacies under 
Wills and Trust Agreements. 


We can use a few high grade salesmen 
in this fruitful, rapidly growing field. 


THE PENSION MUTUAL LIFE 
INSURANCE CoO. 


PITTSBURGH, PA. 
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Such a man is “the kind of a life in- 
surance salesman who appeals to me.” 

A life insurance salesman should 
meet the qualifications provided by a 
legal standard, determined by a well 
defined, broad and effective agents’ 
qualifications law. He should pass such 
a test as to his qualifications as will 
justify a license. A_ state license 
granted by the insurance department 
should be such a letter of credit that 
all who accept his service may do so 
with the utmost confidence in the com- 
pany he represents and in his ability to 
advise any prospect as to his insurance 
needs. He will then become an effi- 
cient medium through which the pres- 
ent maladjustment of social and eco- 
nomic conditions will be infinitely im- 
proved. 


————$@o 2 oe 
COMPANY ON MUTUAL BASIS 





Omaha Life, Organized Early This 
Year, Is Getting Good Start 
in Field 





The Omaha Life, which was organ- 
ized in Omaha as a mutual legal re- 
serve company early this year, is one 
of the few institutions of the kind that 
has been established without capital stock 
in recent years. In order to defray the 
organization expense surplus notes of 
$19,500 were issued and deposited with 
the Nebraska department. These notes 
provide that the principal shall be paid 
only when the surplus of the company 
is double the amount of the notes 
outstanding. Interest at 8 percent is 
paid on these notes. The organizers 
were W. H. Wigton and W. F. Mc- 
Candless. Mr. McCandless was for- 
merly located at Topeka, Kan., and re- 
cently was in the field for the Ger- 
rman-American Life of Omaha. Mr. 
Wigton was formerly president of the 
Equitable Endowment Company of 
Omaha, a stipulated premium company. 
Recently he has been associated with 
Mr. McCandless in working for the 
German-American Life. He is now sec- 
retary and actuary of the Omaha Life 
and Mr. McCandless is vice-president 
and manager of agents. 

E. M. Sarle, Jr.. who was formerly 
state auditor and now president of the 
Citizens Bank at Ogallala, Neb., is presi- 
dent of the new company. Scott Hop- 
kins, president of the Prudential Trust 
Company of Topeka, is a vice-presi- 
dent of the Omaha Life. H. E. Wor- 
rell, the treasurer, has been a banker 
for a number of years, but three years 
ago took up life insurance field work. 
One of the directors is John R. Wertz, 
president of the First National Bank 
at Chappell, Neb., and another director 
is L. A. Newell, a farmer, living near 
Alexandria, Neb. 


—_————3 tea 
Keep Records of Calls 


Starting with Oct. 2, nearly fifty 
agents of the Equitable Life of Iowa 
began keeping daily and weekly rec- 
ords of their calls, interviews, hours 
worked, length of interviews, form of 
binding or settlement secured, territory 
covered, old policyholders interviewed, 
etc. They will contirfue keeping these 
records for eight successive weeks, in 
the meantime sending in their reports 
at the close of each week to the service 
department at the home office for 
analysis and consolidation into one 
large record. As a part of this cam- 
paign each participant is asked to try 
to write and have examined at least 
one applicant for insurance during each 
week. At the close of the period this 
work will be summed up and the inter- 
esting phases developed published for 
the benefit of all the company’s agents. 

————@q@2ee 


Death of L. C. Hull 


Lawrence Cameron Hull, associated 
with the insurance business since 1908, 
most of the time as special agent in 
Detroit for the Massachusetts Mutual, 
and two years as manager for the Equi- 
table Life of New York, died Monday 
following an operation. Previous to 
engaging in the insurance business he 
was a noted educator. 





HUNT USES HIS CUDGEL 


GETS AFTER THE PROMOTIONS 





Sends Out a Warning to Investors— 
Comments on Number of Com- 
panies, Past and Present 





President W. H. Hunt of the Cleve- 
land Life, who in the past has taken 
a strong position against insurance 
promotions and has been the leader in 
attacks on Ohio organizations which 
he claims were being extravagantly 
promoted, is again taking up the cudgel 
and has gotten out his big stick. He 
has sent out an open letter, dealing in 
promotions, to all the banks in Ohio, 
the insurance agents and financial in- 
stitutions of various kinds, as well as 
the newspapers. Mr. Hunt was in Chi- 
cago this week and said that 20,000 
copies of this letter would be scattered 
abroad, and also if. he were sued for 
libel he had plenty of money to defend 
his cause. He states that he intends 
to clean up Ohio again and has his 
fighting blood wrought up to the high- 
est pitch. President Hunt pays his re- 
spects to a number of promotions, past 
and present, and does not mince words 
in speaking of them. His charges are 
most severe. He says in part: 


The existence in this community of 
several new insurance company promo- 
tion schemes leads me to inquire, as a 
note of warning to the investing public, 
has not Cleveland and Ohio had quite 
enough of the exploitation of the great 
business of life insurance and other forms 
of insurance protection? 

It may. be that the law is ineffectual in 
dealing with these men, who are allowea 
to operate without hindrance. Certain 
it is that both the insurance department 
of Ohio and the department of banks 
seem helpless to check the raids of the 
promoter which have within a decade 
occasioned a dead loss in this state of 
many millions of dollars. The experi- 
ence of Cleveland alone in recent years 
is later herein partially set forth in a 
review of operations that have been sup- 
pressed. 

And now the promoter again appears, 
a menace to the welfare of life insurance 
companies that are legitimately engaged 
in a constructive work. The methods 
he employs are merely a variation of the 
practices of other promoters who either 
have been driven out of Ohio or have 
been compelled to abandon Cleveland and 
Ohio as their field of operatién. 


Gives a List of Promotions 


The following is a list of the promo- 
tions which I shall deal with individually 
in subsequent special bulletins. 

First. American Mutual Life of Cleve- 
land, Ohio, offices Marshall building, 
George W. Van Fleet, promoter, which 
proposes to sell $1,000,000 of stock. A 
further sum of $1,000,000 is the proposea 
surplus to be contributed by the stock- 
holders. I have warned the promoter 








“THE COMPANY FOR MEN WHO WANT TO GROW” 


Established 1860 


THE GERMANIA LIFE 
INSURANCE COMPANY 


OF NEW YORK 


WO good openings in splendid terri- 
tory for men with good records. 


For particulars address 


T. LOUIS HANSEN, Superintendent of Agencies 
50 Union Square NEW YORK CITY 














The Intermediate Life Assurance Co. 
EVANSVILLE, IND. 








This is a progressive age. Why not join the ranks 
of a progressive company that will give you a con- 
tract in either of two states where less than 12% 
of the Insurable population are insured in a legal 
reserve company? Let us tell you more. 


Oklahoma National Life 


INSURANCE COMPANY ~* 











A dominating figure in its home state. Crops unprecedented. Reputable 
producers wanted in Oklahoma, Kansas, Texas and Arkansas. 


O. E. MCCARTNEY, President - - Oklahoma City, Oklahoma 














OUR TWO 
SPECIALS 


SECURITY LIFE INSURANCE COMPANY OF AMERICA 


20-Payment Life, Guaranteed Special Cash Payment; 
20-Payment Life, with Diminishing Premiums, can not 


Our Economic 20-Payment Life and Economic Ordinary Life emphasize low rates and high values; 
every policy provision absolutely guaranteed. Capable men desiring an agency connection, address 


W. O. JOHNSON, President 


fail to create a new interest in Life Insurance. 


Rookery CHICAGO, ILLINOIS 

















George Washington Life Insurance Company 


West Virginia 
ating Climate. 
osition on a Perpetual Contract and Help. A splendid General Agency open. 
Write to H. M. Holderness, Agency Manager. 


Charleston, West Virginia 
Founded 1906 


The Little State of Big Promise. Oil, Gas, Coal, 
Water Power, splendid Upland Farming, Invigor- 
Everything Moving—Come help us grow. A permanent prop- 
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that I would expose his schemes, in which 
he persists; and I shall advise the invest- 
ing public from time to time on all de- 
velopments that come to my knowledge. 

Second. The Superior Life of Chicago, 
IlL, offices First National Bank building, 
L. O. V. Everhard, promoter. Capital 
stock proposed $100,000; $10 shares sell- 
ing at three for one, or $30 per share. 

Third. The Associates Company, financ- 
ing the Progressive Life Company of Chi- 
cago, offices 29 South La Salle street, 
Chicago, Wilbur Wynant and R. A. Hann, 
promoters; authorized capital $750,000; 
par value of stock $10, to be sold at not 
less than $20 per share. 


Consolidated Investment 


Fourth. The Consolidated Investment 
Company of Philadelphia, offices Finance 
building, Lyndon D. Wood, promoter. This 
is a Delaware corporation with $5,000,000 
of capital stock, shares of the par value 
of $10 each. It is proposed by the pro- 
moter to exchange the stock of this con- 
cern for the issued stock of going 
insurance companies. 


Cleveland Promotions 


Within a few weeks the Citizens 
Union Life of Cleveland, Ohio, in process 
of promotion for five years, never having 
obtained a license to do business, is now 
being forced to make an accounting with 
its deluded stockholders. Its proposed 
capital stock was $100,000; $10 shares 
sold as high as $25 and $30 per share; 
approximately $175,000 of the money con- 
tributed by stockholders has been spent 
in promotion work in various ways. A 
staggering loss will be sustained by in- 
numerable small investors who can ill 
afford this sacrifice. 

The Universal Life of Cleveland, Ohio, 
had a proposed capital of $1,060,000. Main 
factors in this scheme were Wilbur S. 
Tupper, Milton S. Koblitz, a Cleveland 
lawyer, and J. A. Stevenson. It collected 
some $350,000 from little subscribers be- 
fore its raid was checked by court pro- 
ceedings in 1914. Practically all of this 
enormous sum of money has been the 
painful sacrifice of the small investor. 
This concern had a so-called ‘Founders’ 
Board,” and in its control and manage- 
ment the Pioneer Life of Kansas City. 


Toledo Life 


The Toledo Life of Toledo, Ohio, its 
affairs liquidated by the Ohio department 
in 1915, was promoted by Wilbur Wynant, 
Charles K. Friedman, a Toledo lawyer, 
and others in 1911. Its stock sold as 
high as $35 per share, the stockholders 
realizing but $11 per share in the wind-up. 

The Underwriters’ Securities Corpora- 
tion of Toledo, Ohio, followed closely the 
Toledo Life promotion, with which con- 
cern it was closely linked (having the 
same officers). The promoters, William 
R. Luke, Wilbur Wynant, Charles K. 
Friedman and others. Its proposed cap- 
ital was $1,000,000 and when forced to 
discontinue business the bulk of the frag- 
ment of its remaining assets was found 
to be invested in pecan orchards in the 
south. 

The Consolidated Companies, proposed 


early in 1915, $2,000,000 of common and: 


$4,000,000 of preferred stock, indicates 
the gigantic intended sweep of this un- 
dertaking. Three hundred fifty thousand 
dollars of the common stock was pledged 
to fourteen trustees, a gift for the use 
of their names. 


Bank Depositors 


The Bank Depositors Guaranty was an- 
other promotion which proposed a capital 
stock of $6,000,000. After the small in- 
vestors had been fleeced severely this con- 
cern was merged with the Bankers Guar- 
anty & Casualty of Cleveland, Ohio, which 


was forced out of business a couple of 
years ago, and again the little stockholder 
suffered almost complete loss of his or 
her investment. 

Royal Life of Chicago, Alfred Clover 
(an assumed name), promoter. This con- 
cern was driven out of Ohio, but its oper- 
ations continued elsewhere until approxi- 
mately $530,000 was collected from small 
investors and this enormous sum of money 
was dissipated in a period of two years, 
a complete loss of the stockholders’ en- 
tire investment. 

do not wish to enumerate other pro- 


‘motions of insurance companies exploited 


in Cleveland and Ohio, as some of them 
are now in the hands of honest men. One 
of these, however, a life company in this 
state promoted in 1910-11, sold its $10 
shares at as high as $50 per share. Stock- 
holders have lost several hundred thou- 
sand dollars in this venture. 

An Illinois company organized in 1909 
with many Cleveland stockholders is still 
selling its stock to the unwary at $25 
per share, notwithstanding the fact that 
its actual value will not reach $10 par 
and early stockholders are offering to sell 
at $10 per share. 

I need not further review the past. It 
is the wily promoter of the present which 
should concern us and whom later state- 
ments will fearlessly present facts upon 
which the public may rely as authentic. 
The promoter seeks to take advantage of 
the fact that the layman is mystified and 
easily deceived when he attempts to un- 
derstand the life insurance business, a 
business capable of splendid results in 
the hands of intelligent and honest ad- 
ministration, and yet, unfortunately, lend- 
ing itself readily to the wiles of the art- 
ful promoter who operates without con- 
science. 


_ SD Ooo 
Made a Great Record 


W. A. Hinshaw of Des Moines, a 
new man in the insurance field, has 
accomplished in four months what 
seemingly is a world’s record. In that 
time he has written $287,000 of policies 
for the Bankers Life of Des Moines, 
consisting mostly of 18-payment life. 
In July he wrote $96,000 of new busi- 
ness, thus heading the honor roll for 
that month. Previous to selling life 
insurance he was associated with the 
Des Moines Electric Company where 
he advanced from solicitor to manager 
of the new business department in two 
and one-half years. 


ee rn 
M. H. O. Williams Is Advanced 


Myron H. O. Williams, second as- 
sistant superintendent of agencies of 
the Northwestern Mutual Life, Mil- 
waukee, has been promoted to the po- 
sition of first assistant superintendent 
of this department, to fill the vacancy 
caused by the advancement of George 
E. Copeland to the position of super- 
intendent of agencies. Mr. Copeland 
succeeded the late Henry F. Norris sev- 
eral months ago. Mr. Williams is a 
son-in-law of Mr. Norris. He has been 
associated with the Northwestern Mu- 
tual Life since 1903, and in 1907 was 
called to the home office agency de- 
partment. He has had much experi- 
ence in field and office work and is 
editor of “Field Notes,” the company’s 
monthly publication. 











Southland Life Insurance Co. 


DALLAS, TEXAS 


The Pregressive Company of the South 


HARRY L. SEAY, President 
L. LINZMEYER, Vice-President and Actuary 


A. S. DOERR, Vice-President 








BAY CITY 


FRANCIS F. McGINNIS 
President and Gen’! Counsel 





First Strictly Rural Old Line Company 


DOING BUSINESS IN OPEN COUNTRY 
AND CITIES OF 


Participating Insurance at Non - Participating Rates, 
Double Indemnity and Total Disability Clause 


The Agricultural Life Insurance Co. 


of America 


F. A. BENSON, Secretary and Superintendent of Agents 


10,000 OR LESS 


MICHIGAN 


WILLARD E. KING 
Vice-Pres. and Mgr. Agencies 


ASSOCIATION ACTIVITIES 
IMPRESSIVE CEREMONY USED 


Los Angeles Has Adopted Plan of In- 
itiating New Members by 
Having Pledge 


The Life Underwriters Association 
of Los Angeles has instituted an im- 
pressive ceremony when admitting 
new*members. At last week’s meeting, 
when the elevation of John Newton 
Russell, Jr., to the presidency of the 
National association was celebrated, 
twenty-four new applicants for member- 
ship stood up as their names were called, 
remained standing, and then in unison re- 
peated after James L. Collins, who acted 
as initiating officer, the following pledge: 
“T hereby agree, on my honor, with 
each member of the Life Underwriters 
Association of Los Angeles, not to re- 
bate or twist, either directly or indi- 
rectly, and to report to the executive 
committee of said association each and 
every case of rebating or twisting that 
shall come to my notice of which I 
have proof.” 

This same pledge appears on the 
membership card, which the applicant 
has also signed in his application. On 
the same card appears this warning: 
“Any violation of the above shall sub- 
ject the offender to suspension or ex- 
pulsion from the association by a ma- 
jority vote of members present at any 
regular meeting, on recommendation 
of the executive committee.” 


Toledo, Ohio—At the meeting of the To- 
ledo association the other day, R.. E. Fur- 
geson, of the Toledo Travelers Life, and 
Clarence Schaffer, gave very interesting 
reports of the St. Louis convention. T.L. 
Kiddler, of the College of Commerce of 
the Toledo University, outlined the work 
in his department and touched on the 
establishment of a life insurance course 
in that institution. 

* * * 

Cleveland—tThe first fall meeting of the 
Cleveland association was held last week, 
when J. W. Pickard, Jr., superintendent of 
agencies of the Mutual Benefit Life in the 
Cleveland district, entered upon his duties 
as president for the ensuing year. The 
principal speaker was C. W. Pickell, man- 
ager of the Massachusetts Mutual Life at 
Detroit, whose subject was “Interesting 
Phases of Field Work.’ Delegates to the 
convention of the National association in 
St. Louis made a report of the proceed- 
ings. 

* + s 

Des Moines—The Iowa association held 
its first session of the season at Des 
Moines Saturday night. After the din- 
ner reports of the national convention at 
St. Louis were given by Robert Orriny, 
C. N. Anderson, J. C. Clapp, George Pflanz, 
B. N. Waller, M. M. Deming, C. L. Hunt 
and Will D. Bowles. 

The Iowa association is working hard 
to raise the standard of the men who are 
brought into the life insurance field and 
who become the salesmen of the future. 
This will be one of the aims of the or- 
ganization this coming year. Greater serv- 
ice to the insuring public is also desired. 
This subject will be continued at length 
at the meeting Nov. 4 

eo e es 

Detroit—The Detroit association cele- 
brated its thirtieth anniversary this 
eergng Oe ai organization started in Octo- 

er, " 


—— Soo 
Constitutionality Is Argued 


The constitutionality of blue sky laws 
passed in Ohio, Michigan and South 
Dakota, was argued this week before 
the United States Supreme Court, hav- 
ing been held unconstitutional in the 
lower federal courts. These laws were 
passed to check the sales of fraudulent 
securities. Insurance promotions came 
under these laws, were forced to keep 
down the promotion cost, and hence 
were regarded as very desirable. The 
attorneys-general of the three states 
made arguments before the Supreme 
Court. The attorneys-general held that 
the laws were not burdensome upon 
legitimate security transactions. 


6 
Will Meet in Chicago 


It is expected that the Mutual Life 
Underwriters, an organization of com- 
panies operating under the assessment 
and stipulated premium laws, will hold 











its annual meeting in Chicago the lat- 


WISCONSIN 


is the best State 
in the Central 
Western group 
for life insurance. 


Reasons why forthe asking. 


Insurance’ 
Home Office: Madison 
Operating in Wisconsin Only 











ILLINOIS—MISSOURI— 
INDIANA 


Good men wanted to earn good 
incomes writing good insurance. 
All policies registered. 


OFFICES 
Springfield, Ill.... Ridgely Bank Bldg. 
St. Louis, Mo...International Life Bldg. 
Kansas City, Mo.....Commerce Bldg. 


Chicago, Ill................ Gas Bldg. 
Chicago, Ill........... 245 North Ave. 
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LIFE INSURANCE LECTURE 


HAD CONFERENCE IN CHICAGO 





Plans for Having Subject Taught in 
Schools and Colleges—Interesting 
Talks Given 





The inauguration of a lecture course 
on life insurance in the commercial de- 
partments of the high schools and col- 
leges and the election of a board of 
trustees to raise and manage an endow- 
ment fund for the conducting of such a 
course, was discussed in a meeting held 
Tuesday afternoon in the Hotel La 
Salle, Chicago. H. S. Vail, the well 
known Chicago life insurance broker, 
and Isaac Miller Hamilton, president of 
the Federal Life, were the leaders in 
this movement. Mr. Hamilton was 
elected chairman of the meeting and 
Mr. Vail secretary. Prof. Donald 
Campbell, of Armour Institute, was 
elected treasurer. Rufus M. Potts, in- 
surance commissioner of Illinois, was 
named honorary chairman. 

Mr. Vail opened the meeting with a 
short talk, expressing the object of the 
meeting. He brought out the point that 
while the life companies represent the 
largest single financial interest in the 
country, nevertheless the people at 
large know little concerning them. 


Dr. Nollen’s Views 


The subject was taken up from the 
standpoint of the student by Dr. J. F. 
Nollen of Lake Forest University. He 
said the students should be interested 
from the double viewpoint of becoming 
possible beneficiaries, and also from the 
cultural bearing derived from the hu- 
manitarian basis of life insurance. The 
companies also need the colleges to pro- 
duce the very best talent obtainable to 
meet their problems. 

He was followed by Rufus M. Potts, 
who emphasized the great need for 
thorough knowledge of life insurance. 
Thomas W. Blackburn, secretary of the 
American Life Convention, said many 
of the leading law schools had been in- 
terested in enlarging their insurance 
course. This would be of great value 
in removing much of the opposition of 
the course. 


Dean Hotchkiss Speaks 


Prof. Donald Campbell spoke in favor 
of including chapters on life insurance 
in mathematical text books. Dean 
Hotchkiss, of the School of Commerce 
of Northwestern University, brought 
out some of the difficulties to be over- 
come in the general introduction of life 
insurance courses. The modern in- 
struction is along the lines of functional 
training rather than in separate occupa- 
tions. 

This view was also taken up by Prof. 
Marshall of the University of Chicago, 
who said that a lecture course in life 
insurance would have to be taken up as 
an altruistic venture and not as a busi: 
ness one. He also said that a wider 
knowledge of insurance might lead the 
people to favor state insurance. 


Praternal People Heard From 


C. E. Piper, secretary of the Royal 
League and head of the legislation com- 
mittee of the National Fraternal Con- 
gress, emphasized the point that it will 
be necessary to use discretion to escape 
the danger of making such a lecture 
course aS was proposed appear to be 
merely a business getter for the com- 
panies. 

John R. McFee of the Penn Mutual, 
J. C. Seitz, actuary of the Security Life, 
and Harold Dyrenforth of the Illinois 
Life, were other prominent Chicago life 
insurance men who made short talks. 

While nothing definite was done at 
this meeting, the organization ‘plans to 
do as much as possible toward provid- 
ing the necessary funds and lecturers 
from among life insurance men to ad- 
vance the general knowledge on this 


INSURANCE OF WHOLE FAMILY 





Superintendent Potts Makes New Rul- 
ing as to Fraternal Societies 
in Illinois 





Insurance Superintendent Potts of 
Illinois held a conference this week in 
Chicago with the executive committee 
of the Illinois Fraternal Congress, of- 
ficials of the National Fraternal Con- 
gress, and representatives of a number 
of fraternal societies. For some time 
the National Fraternal Congress has 
been urging whole family insurance, 
especially since group insurance has 
become established, and some of the in- 
dustrial companies have started to write 
this class. 

Superintendent Potts ruled that the 
fraternals licensed in Illinois may accept 
minors as members. This will give the 
fraternals the opportunity of insuring 
children. A committee of the fraternals 
operating in the state was appointed to 
draw up plans for the insuring of minors 
and it will report at a meeting Nov. 16. 
The National Fraternal Congress has 
now taken up the subject with the [n- 
surance Commissioners’ Convention, 
urging that a model bill be drawn up, 
giving the fraternals the right to issue 
whole family insurance, this to be intro- 
duced in the legislatures during the com- 
ing sessions. 

———_-» e eo 


Must Notify Proper Agents 


In the suit of the American National 
against Mary L. Hollingsworth, from 
McLennan county, Texas, the question 
was raised as to whether the statutory 
demand for payment of a policy must 
be made upon the company alone and 
not upon an agent. The court held that 
as a corporation can only act through 
its agents, and that such demand can 
be made upon any agent of the com- 
pany duly authorized to act for it in 
the premises. But the court was not 
satisfied with the proof offered to show 
that the agent upon whom the demand 
was made was authorized to act for the 
company in this regard and for that 
reason reversed the decision of the 
lower court. 


—_—___~~_» 6 —_____— 
Cleveland Life’s New Offices 


The Cleveland Life will move on 
Dec. 1 to its new offices in the Guar- 
dian Savings & Trust Company’s new 
building, Euclid avenue and extending 
through to Vincent avenue on the 
north, in Cleveland. The entire 
twelfth floor of the Vincent avenue 
front is being especially equipped for 
the Cleveland Life. The space will be 
about 6,500 square feet. 





WANTED — General Agents Columbus, Toledo, Dayton, Springfield, 
Ohio; renewals on old business. Also State Agent for Virginia and Man- 
ager for District of Columbia. Best policies on the market; one copy- 
righted. Lowest average net non-participating rates. Loading from | to 
5 per cent. Attractive proposition. Company strong and conservative; 
directorate composed of bankers and business men of high type and well 
known financial responsibility. Ratio of assets $128.50 for each $100 of 
liability. “‘Sound as the Bank of England.” 
Address, with references, 
OLD LINE LIFE INSURANCE C0O., Box 319, CINCINNATI, OHIO 





International Life 


The Big Life Company of TODAY 
with Methods of TOMORROW 


Write us about our T. O. Policies. ‘ 
If you are not selling them we are both losing money. 








AT | 

HH : International Life of St. Louis, Mo. 
Ri is is MASSEY WILSON, President 
a. cs J. L. BABLER, Vice-Pres. and Gen’l Mer. of Agencies 
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The Conservative Life Insurance Company 


Wheeling, West Va. 


Clem C. Peters, Secretary and Treasurer 





Otte Schenk, President 
Cc. E. Flanagan, Actuary 


Home of the Multiform Policy 


You Ohio and West Virginia agents, investigate this pop- 
ular Policy. We have an agency contract that may surprise 
you. » Ask for details. 








The Midland Mutual Life Insurance Company 


COLUMBUS, OHIO 


An OHIO Company, writing policies on OHIO people and keeping OHIO 
money in OHIO for the development of OHIO industries 


Aaluthted® eases sy: - <5... cece cee $ 1,747,779.70 
Insurance in Force...... ........--+--- 17,661,497.00 
Surplus to Policyholders.............. 342,175.46 


New Continuous Monthly Income Policies ; 
Splendid opportunities for AGENTS in many sections of Ohio We solicit inquiries from responsible parties. 
Dr. W. O. THOMPSON G. W. STEINMAN 


President Secretary 




















WANTED: Stock Salesmen for Legal Reserve Life and Casualty Insurance 
Company now organizing in rich farming section of Indiana. 
must furnish references. 
pects furnished and good inducements to the right men. 


Applicants 
Men of sterling character only need apply. Pros- 


Address 


Star Life & Casualty Co., Rochester, Ind. 














subject. 





The Western Life Indemnity Company 


Has been in continuous and successful operation for thirty-one years 


Has Paid Over $7,500,000 in Relief 


TO ITS POLICY HOLDERS AND THEIR BENEFICIARIES 


Now offering special attractive contracts to producing agents in 
ILLINOIS, INDIANA and PENNSYLVANIA 


GEN. GEO. M. MOULTON, President 
Masonic Temple, Chicago, Illinois 


J. L. MITCHELL, General Agency Manager 
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NEW COMPANIES 

Tue WeEsTERN UNDERWRITER believes 
there is a legitimate, though limited, 
field for the promotion of new life in- 
surance companies. We also consider 
it proper for a well equipped life in- 
surance man with creative ability to 
start a company in a good community 
and pay a small commission for the 
sale of stock. Some of the blue sky 
laws have fixed this limit at 15 per- 
cent. This is considered the maximum. 
Any stock promotion paying over 15 
percent should, we feel, be investigated 
thoroughly. 

While quite a number of the younger 
companies now operating successfully 
have been promoted by stock salesmen, 
and some of them by reckless and even 
dishonest promoters, it does not fol- 
low that they were justified or that they 
should not have been prevented from 
proceeding with their organization. 
Every life insurance man owes it to the 
business of which he is a part to pro- 
tect the interests of the public against 
dishonest or extravagant new com- 
pany promotions. 

THE WESTERN ‘UNDERWRITER wishes to 
do its share. In the early days of the 
stock promotion game it was but nat- 
ural that some mistakes should have 
been made and that the methods of 
regulation were so crude as to be inef- 
fective; but after the experience of the 
past few years there is no excuse for 
not having every promotion regulated 
according to a certain definite standard. 

The mere fact that a blue sky law 
has been declared unconstitutional in 
any state does not mean that an ex- 
travagant promotion may be carried 
on without hindrance. Promoters can 
not sell their stock without the en- 
dorsement of authorities in the busi- 
ness and the backing of reputable men. 
Reputable men will not lend their 
names to a promotion if they are shown 
that it is illegitimate. 

There have been several instances 
where the promoters have attempted 
to deceive those who have investigated 
them as to the real cost of the promo- 
tion. They have protested that they 
were keeping the promotion expenses 
within a certain modest limit, when in 
reality they were spending a much 
larger sum. These men should be 
eliminated from the business without 
ceremony or any consideration. Their 
mere word should not be sufficient. 

If high commissions are being paid, 
the amount should be published. If 
misrepresentations are resorted to, 
their fallacy should be shown up. It 
is up to the decent insurance interests 








to keep the business clean from this 
pest of dishonest promotion. 





CAPITALIZING THE FAMILY 

One of the companies in commenting on 
the recent address of Prof. S. S. HuesBner, 
of the University oF PENNSYLVANIA, who 
urged people to capitalize the business that 
is called the family, says that the success- 
ful conduct of business requires capital 
and the capital of every family is the 
energy, ability and health of the income 
producer. It cannot run on a sound basis 
unless in addition to the capital to run it 
there is a reserve to tide it over in periods 
of stress. 

The question that every man must ask 
himself very searchingly is if he should 
die tonight, is he leaving capital sufficient 
to carry on the business of the home. 
That is the vital question that every life 
insurance man must put to his prospect 
and insist on its being answered. Every 
man at the head of a business enterprise 
should ask that question concerning his 
institution. What will be the effect of 
my death on my business and my family, 
is one that should not go unanswered. 

The TRAVELERS in speaking on this sub- 
ject says that two objections are com- 
monly raised against life insurance. First, 
“T do not believe in life insurance—I be- 


lieve in saving,” and, second, where the 


saving character of the policy is recog- 
nized, “I can make and save more in other 
ways.” It is life insurance that makes 
saving a practical thing to do. If possible, 
saving also should be made outside of 
insurance, but a man should begin the 
policy of saving where there is anyone 
dependent upon him, and the most certain 
way to do it is through the medium of 
life insurance. 

Many men say they can save a certain 
amount of money in a certain number of 
years, and yet that great “If” looms up as 
an uncertainty. If the certain number of 
years were actually given to a man, per- 
haps he would be able to save the amount 
that he has in mind, but he does not know 
if one year or one day will be allotted to 
him. A man through life insurance can 
create an estate in a moment. 








PROSPECTS IN NEWSPAPERS 


No better text book on prospects can 
be found anywhere than the daily 
newspaper. Agents should read and 
study them regularly, diligently and in- 
telligently. Make them give up all the 
information they hold.. They are a 
veritable mine of gold nuggets for the 
insurance man. They tell of men and 
women every day who are in the im- 
mediate market for life insurance. 

Don’t expect to find them all in big 
type on the front page. They may be 
among the local briefs or on the want 
ad page—in the society columns or the 
financial news. There is no definite 
rule for finding them .except to read 
carefully with your mind always alert. 
You must learn to recognize one when 
you meet him, the rest is summed up in 
the words, “Seek diligently and ye shall 
find.” 








“You won’t solicit as vigorously as 
you should unless you know this. The 
law of average is your surest standard 
of labor units. Experienced insurance 
managers actually promise success to 
the agent that makes six genuine calls 
a day.” 





ersonal Glimpses of 
P Life Underwriters 


The Tiffin, Ohio, “Tribune” gives. 
considerable prominence to Charles F. 
Henry of Marietta, Ohio, who has been 
attending the grand conclave in Tiffin. 
He was grand commander of the Ohio 
Knights Templar in 1909, when he was 
thirty-four years of age. Mr. Henry 
is well known to life insurance men, 
being connected with the Aetna Life. 
He has paid for over $2,000,000 of group 
insurance in eighteen-months. He 
works under the general agency of M. 
C. Tyndall of Columbus. He has a 
great gift in remembering names and 
faces, which is of great assistance to 
him in his work. 





Willard Done of Salt Lake City, 
Utah, who has been conducting an 
agency there, is in very poor health and 
the chances for his early recovery are 
remote. Mr. Done was formerly in- 
surance commissioner of Utah, and was 
chairman of the executive committee of 
the Insurance Commissioners Conven- 
tion during a part of the period of his 
office. During the Pacific-Panama ex- 
position he was prominent in the in- 
surance activities of that time. Mr. 
Done has many friends throughout the 
country and especially among the in- 
surance men. 


Evelyn W. Rayner, representing the 
Bankers Life of Des Moines in its 
home office city, did not know the dif- 
ference between a premium and a divi- 
dend three month ago. Last week she 
wrote a single policy for $25,000. She 
had been successful as a_ business 
woman before she entered the life in- 
surance business and has had remark- 
able success in adapting herself to her 
new profession which she says is the 
greatest in the world. 


W. W. Jaeger, special home office 
representative of the Bankers Life of 
Des Moines, sold a policy recently to 
Dr. John A. Earl, formerly a promi- 
nent Baptist preacher and now presi- 
dent of Des Moines College. The in- 
surance man so impressed the college 
president as to the importance and 
beneficence of life insurance that after 
the application had been signed the 
noted educator invited Mr. Jaeger to 
deliver a series of lectures on life in- 
surance to students of Des Moines 
College. 


A hat is a hat when it hails from 
Paris and is properly “chic” according 
to the standards of the Rue de la Paix. 
At least that is the opinion of Mrs. 
Minnie S. Crissman of Cedar Rapids, 
who sells insurance for the Bankers Life 
of Des Moines. She is a member of 
the general agency of T. P. Rogers 
and Mr. Rogers dangled a new hat as 
a prize for the member of his force who 
would produce the most business for 
the first week in October, which is 
Bankers Life “Appreciation Month.” 
Mr. Rogers has several star male pro- 
ducers and expected to buy a Stetson, 
but Mrs. Crissman upset the “dope” 
and Mr. Rogers was a party to a shop- 
ping trip for Mrs. Crissman’s fall mil- 
linery. 

Julius Newman of Baltimore, Md., 
and his three sons, Sylvan, Joseph and 
Milton, constitute a business family 
who have represented the New York 
Life for nearly twenty years. It is 
rather remarkable that a father and 
three sons have remained together dur- 
ing this period in the same line of busi- 
ness and with one company. Next year 
they will celebrate their twenty years’ 
service, and they are all out to win 
a membership in the $200,000 Club. 

Miss E. Marie Little, who is manager 
of the woman’s agency of the Equitable 
Life of New York, New York City, is 
one of the progressive woman agents 
in the country. In 1901 she started 


writing life insurance for the Equitable 
in the Brooklyn office under Manager 








Charles Jerome Edwards. Three years 
ago she was made manager of the 
woman’s agency in New York City. 
She did not even have a nucleus of an 
agency to start, but has steadily con- 
structed a well balanced organization. 
While Miss Little’s agents secure most 
of their business from women, they 
have a number of nien clients. Some 
of them have. closed group policies 
and occasionally a business policy is 
written. Miss Little’s agency force 
now numbers eighteen. About a mil- 
lion dollars of business will be written 
this year. 


D. M. McFarland, associate manager 
of THe WESTERN UNDERWRITER, with 
headquarters in Chicago, has become 
connected with the “Spectator” as busi- 
ness representative, and will be located 
at its Chicago office. Mr. McFarland 
has been connected with THE WESTERN 
Unpverwriter for about six years, start- 
ing with the organization as compiler 
in the insurance directory department. 
During later years he has had charge 
of the detail work of the Chicago office 
and has been quite a factor in the sales 
organization. Mr. McFarland has been 
a very faithful and conscientious work- 
er, who has made a study of not only 
the publishing but the insurance busi- 
ness. He will carry with him the best 
wishes of his associates on THE WEST- 
ERN UNDERWRITER staff. Albert J. Wohl- 
gemuth, secretary of the publishing 
company at Cincinnati, will be trans- 
ferred to the Chicago office to succeed 
Mr. McFarland and to take charge of 
the sales work. 


Herman Kramer of the Penn Mutual 
Life in Chicago has an excellent rec- 
ord as to low lapse ratio. He is one 
of the big writers of the city and sel- 
dom has a policy that actually lapses. 
Mr. Kramer, of course, uses premium 
notes in his work and this involves more 
or less banking facilities. 

There is one effective point that he 
makes in his soliciting and that is not 
to mention the period of grace for pre- 
mium payments. He says that he finds 
it an excellent rule to establish in the 
mind of an assured that the premium 
has to be made at a certain day. If 
he finds an assured is unable to meet 
the payment for a few days afterwards 
he tells him that as a special favor he 
will give him a month and not charge 
interest. Frequently this makes a very 
good impression. It is just a little 
side play that Mr. Kramer uses with 
good effect. 

On the first day of every month Mr. 
Kramer has before him the list of 
renewals for that month. He watches 
them like a hawk, keeps in touch with 
the office cashier, and if they do not 
come in at the right time he is after 
the policyholder to ascertain what the 
trouble is. He believes in careful per- 
sonal cultivation of assured, rendering 
them all the service that he can. 


A. W. Kellogg of Madison, Wis., re- 
cently gave some reminiscences to a 
Wisconsin newspaper. Mr. Kellogg 
was the first secretary of the North- 
western Mutual Life. He said that the 
total assets of the company at the end 
of the first year of business were $9,000. 
He stayed with the company until the 
assets were $1,000,000 and then re- 
signed his $5,000 job to receive $10,000 
from a Chicago fire insurance com- 
pany. That was in 1870 and the next 
year the great fire wiped out the com- 
pany, the office, and Mr. Kellogg’s job. 
Mr. Kellogg is proud of the fact that 
at the first Northwestern Mutual ban- 
quet, when presiding as toastmaster, he 
established the custom of banqueting 
without wines, one that is followed to- 
day by the company. When the time 
came to offer toasts, Mr. Kellogg arose, 
and picking up a large bunch of grapes, 
said, “Gentlemen, I drink to your 
health the juice of the grape as it 
comes in the original package.” 

—_—_—_———s3D tao 

Broad, comprehensive and decisive 
is the protection which life insurance 
gives. 








Will: 
specto! 
Life of 
nounce 


agenc 
insure 
teen | 
territ 
charg 
fiftee: 
nual | 
he bt 
000 a 
to 47 














October 19, 1916 


THE WESTERN UNDERWRITER. 












LIFE AGENCY CHANGES 
BILHEIMER WITH FRANKLIN 


Well-Known Equitable Life of New 
York Agency Man Becomes 
Sales Manager 





William E. Bilheimer, formerly in- 
spector of agencies for the Equitable 
Life of New York at St. Louis, has an- 
nounced his connection with the Frank- 
lin Life of Springfield, Ill., in the ca- 
pacity of sales manager. 

Mr. Bilheimer is one of the most 
widely known insurance: men in the 
United States and during his twelve 
years’ experience in the insurance busi- 
ness has built up for himself an en- 
viable reputation with the Equitable. 
He started in the service of the Equita- 
ble in Texas, leaving that state on 
account of the Robertson law. He was 
transfered to Little Rock and given 
Arkansas, in which he built a $5,000,000 
agency in five years. He was later 
transferred to St. Louis as inspector of 
agencies and did a thing remarkable in 
insurance annals, that of moving nine- 
teen men and their families to a new 
territory. At the time of his taking 
charge of the St. Louis field there were 
fifteen men under contract, with an an- 
nual production of about $900,000. This 
he built up to a production of $12,000,- 
000 and increased the number of men 
to 476 actual producing agents in the 
period of four years. The mortality on 
this business was surprisingly low and 
the lapse ratio was the lowest ever ex- 
perienced by the society in intensive 
cultivation. 

For eight years Mr. Bilheimer has 
been working out certain selling plans 
and campaigns that are well known to 
the insurance fraternity. It is to seek 
an opportunity for the further develop- 
ment of these plans that he becomes 
sales manager for the Franklin Life. 
His headquarters will be in St. Louis 
and he will stimulate the entire Frank- 
lin Life force along the lines of educa- 
tion and inspiration. 

Aside from being an organizer of na- 
tional reputation, Mr. Bilheimer is serv- 
ing his second term as president of the 
St. Louis Life Underwriters Associa- 
tion, the only president ever reelected 
in the history of the organization, and 
had much to do with the carrying out 
of the program of the annual conven- 
tion of the National Life Underwriters 
Association recently held in St. Louis. 


Philadelphia Life Changes 


Warren A. Morley and William A. 
Coleman, as Morley & Coleman, have 


Michigan Mortgages 
FOR SALE 


On Lands and Properties 


increasing in value more rapidly 
than in any other state in the 
Union. Interest 5 to 7%. Title 
Guaranteed. 


MITCHELL & CO. 
604 Masonic Temple, CHICAGO, ILL. 

















FARM MORTGAGES 


lowa and So. Dakota 
ORGANIZED 1872 
1OWA LOAN & TRUST CO. 
DES MOINES, IA. 
Capital and Surplus Over $1,000,000 








been appointed general agents of the 
Philadelphia Life for southern Mich- 
igan, with headquarters in the Union 
Trust building, Detroit. E. J. Con- 
way has been appointed as general 
agent of the company at Raleigh, N. C. 
J. Gordon Bradham of Olam, S. C., has 
been appointed general agent of the 
Philadelphia Life. F. J. Parham has 
been appointed supervisor of the com- 
pany in North and South Carolina, with 
headquarters at Union, S. C. Beaty & 
Walker at Union are appointed gen- 
eral agents for the territory formerly 
covered by Mr. Parham. * 


Lord Gets Cincinnati Post 


W. E. Lord has been appointed gen- 
eral agent of the Continental Assur- 
ance in Cincinnati He has made a 
good record with the running mate, the 
Continental Casualty. 





Conservative’s Appointments 


The Conservative Life of South Bend, 
Ind., announces the promotion of A. 
R. Landis to the superintendency at 
Marion, Ind. He started as an agent 
with the company Dec. 22, 1915, and has 
made a splendid record. Superintend- 
ent W. H. Grimes, of Peru, has re- 
signed on account of sickness. The 
Conservative announces the appoint- 
ment of John P. McNamara to the su- 
a megs at Peru, succeeding Mr. 
Grimes. McNamara started as an 
agent at Foe March, 13, 1916, and has 
the honor of standing fifth in joint re- 
sults for the year, as well as being 
first in monthly increase, seventh in 
ordinary increase, eleventh in collec- 
tion percent and eighth in arrears per- 
cent. 

H. R. Glentworth, who has been con- 
nected with the Prudential home office 
since 1899, has joined the forces of the 
Conservative Life of South Bend, Ind. 
Temporarily Mr. Glentworth will be in 
the field as acting superintendent at 
Terre Haute. 

Robert Downing, who has had charge 
of the ordinary department at the home 
office, is going to take charge of Mich- 
igan exclusively in this department. 





Gets More Territory 


R. R. Kimball, Escanaba, Mich., gen- 
eral agent for the Old Line Life, has 
been given additional territory, con- 
sisting of several northern Wisconsin 
counties. Headquarters for the new 
Wisconsin territory will be located at 
Clintonville, Wis. Mr. Kimball is one 
of the three largest producers on the 
Old Line staff so far this year. Rupert 
F. Fry, president of the company, spent 
several days at Clintonville last week 
to supervise the establishment of the 
new district office. 





Stohr Made Agency Director 


Louis Stohr, cashier for the inter- 
mountain department of the New York 
Life at Salt Lake for the past fifteen 
years, is appointed agency organizer in 
charge of the office, succeeding Agency 
Director W. E. Moore, who resigned 
several months ago. 


Gets Penn Mutual at Spokane 


Anthony Pritchard, formerly at Seat- 
tle, is appointed general agent for the 
Penn Mutual Life at Spokane, succeed- 
ing Horton & Tinkle, resigned. 








LIFE AGENCY NOTES 


C. H. Gelo is a new district manager for 
the Bankers Life of Des Moines, at Mason 
City, Iowa. 

A. H. Tracy is a new general agent for 
the Bankers Life of Des Moines, at Al- 
gona, Iowa. 

W. F. Bishop & Co., who have been 
representing the Northwestern Mutual at 
Muscatine, Ia., have had their territory 




















POLICIES THAT SELL EASILY AND 


TERRITORY OPEN IN 10 STATES 


ALL COMMUNICATIONS CONFIDENTIAL 


UNITED STATES ANNUITY 
ano LIFE INSURANCE C0. 


U.S. ANNUITY AND LIFE BUILDING 


BREAKING ALL 
PREVIOUS RECORDS 


REASON: 


A PLAN THAT HELPS 
SELL THEM 


WM. T. SMITH, Secretary 


CHICAGO 





































MINNESOTA 


SOUTH DAKOTA 


NORTH DAKOTA 


Fine Opportunities for the Right Men 


THE W. M. HORNER AGENCY 


GENERAL AGENTS FOR 


The Provident Life and Trust Company 
OF PHILADELPHIA, PA. 


1147 McKnight Building - 


Minneapolis, Minnesota 


IOWA 











NOW OPEN! 


1.’ Prosperity of mining industry. 
2. Unusual contract for an experienced man. 


Madison, Wis. 


The Northern Peninsula of Michigan 
GENERAL AGENCY 


With the A. C. Larson State Agency Central Life 


TWO OTHER GENERAL AGENCIES OPEN IN WISCONSIN 
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| Motel la Salle (7 


cated at the center of the insurance 
district it is the most convenient stop- 


ping place for the busy man. 


RATES:* 

- ONE PERSON % 

Room with detached bath - - - $2 to $3 per day _ 
Room with private bath - - - $3 te $5 per dag i 
Hh 4 PERSONS 1 

Room with detached bath - - - = to $5per day en 
Rooms with private bath - - + - $5 to $8 per day a 
Connecting rooms and suites as desired oe 
All reoms at $5 or more are the same price = 
an 


for one or two persons. 
Hotel La Salle gives more for the price 
you pay than any other hotel in Chicago 


cok CEEETICEEIII ESGRESE REGS 








Tu.  #Chicago’s Finest Hotel ai 
res ERNEST J. STEVENS, Manager La Salle at Madison Street, Chicago fishy 
em WHERE INSURANCE MEN MEET re 
a. ’ Hotel La Salle ranks first among Chicago 
‘wi! anit, hotels for its perfect service, elegant equip- }f% 
SLi q Sek ment and comfortable accommodation . Lo- os 
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Ottawa, Illinois 





The Central Life Insurance Company 


OVER $15,000,000 BUSINESS IN FORCE 
OPERATES IN ILLINOIS, MISSOURI, IOWA AND SOUTH DAKOTA 
Write if interested in Life agency 


of Illinois 


It will pay you to investigate 
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extended so that they are now district 
manager for two counties. 

Prank W. Fellenz, Milwaukee, has been 
appointed Milwaukee manager oF, _ Cen- 
tral Life of Iowa, effective Oct. 


Chas. E. Rickaba hice ‘superin- 
tendent of the Metropolitan Life at Battle 
Creek, Mich., has become district man- 
ager of the ‘Equitable in that city. 

The general agency for Texas for the 
Pan-American Life of New Orleans has 
been secured by BR. M. Colquit, of Houston, 
Texas, who will open an office at 414 
Beatty building. 

Robert H. Walker and Thomas M. Tay- 
lor, under the name of Walker & Taylor, 
have been appointed general agents of the 
Provident Life & Trust for Maryland, with 
headquarters at 914 Fidelity building, Bal- 
timore. 

Marshall C. Ford, manager of the Minne- 
sota Mutual Life in Chicago, has not re- 
signed as was recently’ stated. His 
brother, M. S. Ford, who became asso- 
ciated with the Minnesota Mutual Life in 
Chicago, has returned to the United States 
Life. A confusion in names resulted. 

J. C. Murray, of Pittsburgh, who has 
been manager in western Pennsylvania 
for the industrial department of the Gen- 
eral Accident, has been appointed general 
agent of the American Bankers of Chi- 
cago, for territory west of Harrisburg. 
He will continue to represent the General 
for accident and health and will have the 
American Bankers for life. 

F’. C. oe and D. A. Medaris, as Horne 
& Medaris, have become general agents of 
the Berkshire Life in Indiana. Mr. Horne 
has been associated with Ed. Harman, who 
has been general agent for the Berkshire, 
but he now retires from general agency 
duties and will become agency director for 
the firm. Both Mr. Horne and Mr. Har- 
man were formerly connected with the 


New England Mutual. Mr. Medaris has 
been for the last three years or so with 
the John Hancock Mutual 1n Indiana. 





CRITERION FOR AMOUNT 
OF BUSINESS POLICY 


(CONTINUED FROM PAGE 1) 


somewhat, where the partners insure 
for a survivor to provide a purchasing 
fund for the interest of the first de- 
ceased. There the contingent profit of 
survivorship changes the aspect to an 
extent, to the wealth accumulating or 
producing function, of life insurance to 
benefit one’s individual estate. The 
amount proper therefore for corpora- 
tions is such a sum as would represent 
the cost of a successor mounting to the 
stature of the deceased. 


Julius Meyer’s Views 


Julius Meyer, New England Mutual, 
agreed to the general opinion that the 
capital could not be used as a basis for 
business insurance. He said that it is a 
poor plan to mention anything concern- 
ing the amount until the question of the 
need for the insurance had been settled. 
In the case of corporations it is advis- 
able to arrive at some estimate of the 
impairment ' the concern would suffer 



















Are You? s@@% 


Our service}comprehends 
the peculiar needs of two 
great and powerful classes 
of people:—(1) those who 
have money to invest — 
and (2) those who need 
money to finance the 
rowth of their business. 
‘or more than 12 years we have 
been preéminently successful in 
nee gu the requirements of 
both. If we can be of service 
to you, send your inquiry at 
once. We will do the rest. 


The Geiger-Jones Co. 
Investment Securities 
Canton, Ohio 


Ask for our booklet“The Selection 
of Investments.” 





through the death of the insured and 
use this estimate as the basis for the 
amount needed. The firm should carry 
enough insurance to cover any outstand- 
ing indebtedness. In partnerships they 
should have enough insurance to fur- 
nish capital to settle with the estate of 
the deceased. One point that should 
always be ascertained is the amount of 
insurance the concern can comfortably 
carry or there will be danger of losing 
the prospect because he can not handle 
the proposition proposed to him. 


Get at Amount of Debt 


“Agency Items” of the Equitable of 
New York says: 


“In discussing business insurance for 
a firm or corporation an agent is fre- 
quently asked how much insurance 
should be carried for the protection of 
the business. An excellent plan is to 
propose an amount equal to, or slightly 
in excess of, the maximum amount 
which the firm or corporation owes at 
any period of the year to its bank. 
Many business houses borrow heavily 
from banks during the buying season. 
By ascertaining the amount, either by 
direct inquiry or otherwise, an agent 
can submit a proposition fitting the 
case to a nicety.” 

a 


Program of Actuaries Meeting 


Announcement has been made by the 
Actuarial Society of America of some 
of the papers that will be read at its 
semi-annual meeting, to be held in 
Newark, N. J., Thursday and Friday 
of this week. The papers thus far an- 
nounced follow: 

“Social Insurance,” presidential ad- 
dress, by Arthur Hunter. 

“Total and Permanent 
Benefits,” by Mervyn Davis. 

“Need in Medical Selection of Stand- 
ards by Which to Measure Border Line 
Risks,” by Arthur Hunter and Dr. Os- 
car H. Rogers. 

“Mortality Experience of the Aetna 
Life Insurance Company,” by plan of 
insurance, by E. E. Cammack. 

“The Revenue Law of the United 
States, Approved September 8, 1916, as 
It Affects Life Insurance Companies,” 
by Edward E. Rhodes. 


ee 
C. S. Samuel Becomes Manager 


C. S. Samuel has been appointed gen- 
eral manager of the Oregon Life to 
succeed his father, the ‘late L. Samuel. 
Mr. Samuel helped organize the com- 
pany and has been assistant general 
manager. He was associated with his 
father in the Oregon general agency 
of the Equitable Life of New York 
prior to 1906. 

E. N. Strong, agency supervisor of 
the company, has been appointed as- 
sistant general manager, and E 
Blauvelt has been made executive spe- 
cial agent. 

Mr. Samuel has been assistant man- 
ager. Mr. Strong has been connected 
with the company over a period of six 
years, and Mr. Blauvelt for a number of 
years. 


Disability 


—————-(412 4 ae ——_—____—_—_ 
Protest Over Rate Increase 


Proceedings have been asked against 
the Fraternal Reserve Life Association 
of Peoria, Ill., from increasing its rates. 
At a meeting of the supreme lodge 
new rates were adopted and went into 
effect Sept. 1. Until Jan. 1, 1907, mem- 
bers affected had the option of con- 
tinuing monthly payments equal to 
those now paid, provided they reduced 
the amount of insurance to that pur- 
chasable under the new rates. The pe- 
titioners say that approximately a 300 
percent increase has been made on their 
policies. They claim that the rates are 
now oppressive and unreasonable. 














Another Year of Progress— 


Assets . x aS 
Surplus te Policyholders » 
Insurance in force... . . 
| CO ea eae SR ne 


Dec, 31, 1815 GAIN 
$10,279,633 $1,767,764 
1,008,842 385,282 
89,596,833 9,641,898 
_ 3,888,689 368,589 


TheW ESTERN and SOUTHERN 


Life Insurance Company 


W. J. WILLIAMS, President 


CINCINNATI 





Attractive Opportunities 


open to Agents in Ohio, 
Virginia, Western Penn 





Indiana, Kentucky, West 
sylvania and Michigan 





Safe Six Per Cent | 


First Mortgage Farm Loans 

No Loan at above 50% of Actual Value of 
Security. Title Guaranteed. 

Most Conservative Appraisements, High Sustain- 


ing Values. 


In the districts from which Security is selected, there ha 
not been half a crop failure in twenty years. 


Write us fer booklets explaining resources of the country 
our plans of operation. 


West States 
Mortgage Loan Company 
Salt Lake City, Utah 








The Consolidated 


Investment Company 
909-910 Finance Building 
PHILADELPHIA, PA. 

WILL BUY 
stock of any going insurance company. 
WILL BUY 
and pay more for deferred dividend 
policies within five years of maturity 
the companies 
And at times has for “he at attractive 
prices securities suitable far insurance 
companies. 














THE PEOPLES LIFE 
INSURANCE CO. 


Chicago’s Most 
Progressive 
Company 


Contracts 
Direct With 
the Home 
Office 


Address 
Elon A. Nelson 
President 
Chicago 





Home Office Building 
Chicago 














Frederick A. Brown 
Insurance Law 
10 So. La Salle St. Chicago 








N. P. HULL 
President 





The Grange Life Assurance Association 
Lansing, Michigan 


Has General Agency Openings at Grand Rapids, 
Muskegon, Saginaw, Flint, and Other Points. 


For the RIGHT MEN only. 
WRITE IN CONFIDENCE AT ONCE 


c. H. BRAMBLE 
Secretary 


LEO. F. LONG 
Supt. of Agents 


Octobs 




















A GENERAL AGENCY 


is open in the STATE OF ILLINOIS 


For one of the best Old Line Companies in America 
Address, 98-Y, care The Western Underwriter 











GOOD BYE PRELIMINARY TERM! 


ONLY ILLINOIS COMPANY—ONE OF FIVE WEST OF THE ALLEGHANIES AND ONE OF 
THIRTY-TWO OUT OF 250 IN THE ENTIRE UNITED STATES NOW OPERATING ON 
THE SAFE, SOUND AND SUCCESSFUL BASIS OF FULL LEVEL PREMIUM RESERVES. 





ALWAYS MUTUAL—ALWAYS PROGRESSIVE—ALWAYS SUCCESSFUL 
GOOD CONTRACTS FOR GOOD MEN 


SCANDIA LIFE INSURANCE COMPANY 


30 N. LA SALLE STREET 


CHICAGO, ILLINOIS 
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News About Companies 











Detroit Life—Inasmuch as the company 
voted to increase its stock from $105,000 
to $200,000, the extra issue is being offered 
to present stockholders at $100 a share, 
the par being $50. Any stock not taken 
by present shareholders will be offered to 
the public at $125 a share, on which a 
commission of 10 percent will be paid. 


Bankers, Iowa—The total new business 
written during the first nine months was 
over $36,000,000 and this is a substantial 
increase of 284 percent as compared with 
corresponding period in 1915. The total 
of new business for September of this 
year was over three and a quarter mil- 
lions, which is a gain of 285 percent as 
compared with September, 1915. The aim 
of the Bankers Life field force for 1916 
is to write a total of $50,000,000 of insur- 
ance for the year and in view of the splen- 
did record already established the achieve- 
=, of this goal is now sure. 

Bankers will have a total of over 
$150. 000, 000 of legal reserve insurance in 
force by the end ef the present year. 


Equitable Life, Seeentt announces that 
during the first nine months it has paid 
over $417,000 in death losses, but that, in 
spite of this large increase over the 
amount paid in 1915 the dividends to pol- 
icyholders still continue in excess of death 
losses paid. The ratio to expected mor- 
tality so far this year remains practically 
constant as it now stands at 41.7 percent 
which is less than the company’s aver- 
age for the past ten years. In the list of 
death losses for August a seasonal fact is 
brought out in that out of 25 policies 
affected, six became claims because of 
accidents, four of which were caused by 
drowning. The average age of these 23 
policies was slightly over 11 years and 
the amount of losses paid in excess of pre- 
miums received on same was $40,711.03. 


Northern Assurance—October marks the 
ninth year in business for the Northern 
Assurance of Detroit, during which time 
Cc. L. Ayres has been its president and 
general director. The company now — 
in force $13,500,000 of insurance, 
there is no doubt that the $14,000, 000 sng 
will be reached by Jan. 

—_—_—_ <=» @-_-----— 


Straw Vote Is Taken 


The “wet” and “dry” campaign in 
California is a live issue just now, and 
a straw vote was taken at last week’s 
meeting of the Life Underwriters As- 
sociation of Los Angeles to determine 
the sentiment among the insurance fra- 
ternity. The result was almost two to 
one in favor of “dry,” the vote being 
115 “dry” and 60 “wet.” At the same 
meeting Hughes received 109 votes 
and President Wilson 72. About 200 
were present, indicating that a number 
were undecided on both questions. 


—_—____<»-6 4 —______—_ 
Should Read Good Papers 


In its October Equiowa the Equitable 
Life of Iowa has something to say of 
insurance publications that is of par- 
ticular interest to the life agent, as 
follows: 

“It might be said of the 1916 insur- 
ance publications as a whole ‘They are 
the best ever,’ and the same thing may 
well be said of any publication em- 
braced in our list. It is our idea that 
a life insurance agent should be a lib- 
eral purchaser of these various insur- 
ance publications, and moreover should 
be a constant subscriber to several of 


Bankers Mutual 
Life Company 


Freeport, Illinois 
PURE PROTECTION 














Annual Premium per $1,000 
WHOLE LIFE 


Age25 .. . - - $12.20 
Age35 .... . 15.40 
Age50 ....°. - 25.44 


Other Ages in Same Proportion 


Michigan Now Open 
AGENTS, WRITE 























“The 24-Hour Company” 


The Last Word in Income Ficeasenstl 
OUR NEW POLICY—We Think—LEADS ALL OTHERS 
Field Men.Who Specialize on Income Insurance Should Write Us for Territory 


RESERVE LOAN LIFE INSURANCE COMPANY 





















Indianapolis, Indiana 























THE LEADING HOME COMPANY OF MICHIGAN 


DETROIT LIFE INSURANCE COMPANY 


Stood first among Michigan Companies in paid-for new business issued in Michigan in 1915. 
Over $3,000,000 new business paid for last year. 
We want a LIVE WIRE to open a General Agency at Saginaw. 


HOME OFFICE, 


M. E. O’BRIEN, 


DETROIT, MICH. 


President 

























the better insurance journals. We base 
our conclusions on the premises that 
a life insurance agent should regard his 
work professionally and try to keep 
himself up-to-date, and thoroughly 
posted upon all the new developments 
in his chosen profession. He can best 
do this by study of these various pub- 
lications and by constant reading of 
several insurance journals. It seems 
to us that no agent can spend $25 
yearly to better advantage than in this 
way. 


_ SD Oe 
Takes Out Group Policy 


Landauer & Co., wholesale dry goods, 
218 East Water street, Milwaukee, have 
taken out a group insurance policy in 
the Great Northern Life of Wausau, 
Wis., covering each of the employes, 
numbering nearly 100, with a $1,000 
policy. The contract was written by E. 
Me Marthens, general agent at Milwau- 

ee. 

——_—__~<— 6 


Oklahoma National Meeting 


Agents of the Oklahoma National 
Life, Oklahoma, met at the home office 
at Oklahoma City, Sept. 29-30, for their 
seventh annual agency convention. Ex- 
ercises included business and social ses- 
sions and program of addresses and 
discussions. The annual banquet was 
held on the evening of the 29th. 

One of the important actions of the 
convention was the organization of the 
Oklahoma National Life $100,000 Club, 
this being participated in by fifteen 
agents who had qualified in the past 
twelve months. The officers of the club 
elected were: R. H. Oldham, presi- 
dent; C. L. Stone, Edgar D. Smith and 
W. E. Scivally, vice-presidents. 

The company’s new business up to 
date shows a gain of nearly 100 per- 
cent over the same period of 1915. 


_—— SD OS 
Now Only a Life Company 


The American Assurance of Phila- 
delphia, which formerly wrote monthly 
payment life, health and accident in- 
surance, has amended its charter, dis- 
continuing the writing of health and 
accident. The company got into finan- 
cial difficulties and under the new man- 
agement it has been rehabilitating itself. 

———_—__—~<» +e 

Promoting New Chicago Company 


Carl Sauer, a well known life and 
industrial accident man in Chicago, is 
organizing the Queen Life, with offices 
in the Unity building. It has an au- 
thorized capital of $100,000 and is be- 
ing sold three for one. Mr. Sauer was 
formerly editor of the “Freie Presse” 
of Fort Wayne. He went into the 
insurance business and was _ superin- 
tendent for the Prudential in Cincin- 
nati, Fort Wayne and Saginaw, Mich. 














THE COMPULSORY DEPOSIT 
LAWYS OF THE STATE 
Ti _ OF INDIANA 


A. S. BURKART, V. P., 






















DIXON W. PLACE, Pres. 
A. S. BURKART, V. P. & Gen. Mgr. 
WM. MELL, Sec’y. 


Conservative Life Insurance Cempany 
of Amerina ORDINARY ang 


INDUSTRIAL 


We have some splendid openings for experienced 
industrial insurance men in our Monthly payment de- 
partment, and some first class territory for Ordinary 
maxes Address in strict confidence 


South Bend, Ind. 














We hope to place 
during 1916. 


Write us today. 
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WANTED GOOD MEN! 


We want men who desire to become associated with a growing company 
that contracts direct with its representatives in the field 


Permanent and profitable connections for the right men. 
Perhaps you are just the man to represent us in your county. 


Central States Life Insurance Company 


66 99 The fifty-sixth annual statement of the Home Life 
The Home Life’. Insurance Company, of which George E. Ide is 
fits to its policyholders during the year and a solid growth in financial strength. 
Assets increased to $32, = 439.71 after paying to policyholders $3,447,381, including dividends 


The insurance in force was metiiegal by $4,766,740 and is now $125,660,173. 


W. A. R. BRUEHL & SONS, General Managers 
Central and Southern Ohio and Northern Kentucky 


Rooms 601-606, The Fourth National Bank Building 
CINCINNATI, OHIO 


























a “live wire’? agent in every county in Indiana 


Home Office, CRAWFORDSVILLE, IND. 











President, presents a record of substantial bene- 


HOYT W. GALE, General Manager 
For Northern Ohio 
229-232 Leader-News Building 
CLEVELAND, OHIO 














a N 
THER 
NOR Fe 


INSURANCE COMPANY 
WAUSAU WISCONSIN 










An Honest Contract, sold by Honest Men, by Honest Methods 
Permanent connections for desirable agents 
to sell life insurance 
B. F. WILSON, President 
WILLIAM A. FRICKE, Vice-President and General Manager 








$6, 000-$12, 000 Policy—$12.00 a Year 


$25.00 Weekly Indemnity as Leng as Totally Disabled 


Membership 45,000 









Claims Paid a 000.00 








BUSINESS MEN’S ACCIDENT ASSOCIATION 


W. T. GRANT, Secretary 


eS oe Insurance Salesmen like to sell our I 














commissions in cash instead of in notes 
Open territory in the Central States 

















KANSAS CITY, MO. 
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Some years ago he was Chicago man- 
ager of the old American Assurance, 
and then was supervisor of agents in 
the accident department of the South- 
ern Surety. His most recent connec- 
tion was manager of the claim depart- 
ment of the Royal Life of Chicago. S. 
Bernstein is associated with Mr. Sauer 
in organizing the Queen Life. Mr. 
Bernstein was one of the superintend- 
ents of the Royal Life. 


AGENTS’ QUALIFICATIONS 
BILL HAS BEEN ENDORSED 


(CONTINUED FROM PAGE 1) 


the company in this state for the trans- 
action of such business as it is author- 
ized to transact herein. Such notice shall 
be upon a form furnished by the insur- 
ance commissioner giving such informa- 
tion as he may require, and shall. be ac- 
companied by a statement under oath by 
the appointee which shall give his name, 
age, residence, occupation, his occupation 
for the five years next preceding the date 
of the notice, and such other information, 
if any, as the insurance commissioner may 
require. Such license shall be executed in 
triplicate; one copy thereof shall be filed 
in the office of the commissioner (which 
copy may be of a form and size deemed 
most convenient for filing) and one copy 
thereof shall be sent to such agent, and 
one copy to the company. The insurance 
commissioner may at any time after the 
granting of such license, for cause shown, 
and after a hearing, determine any person 
so appointed, or any person thereotofore 
appointed as agent, to be untrustworthy 
and unreliable to act as such agent, and 
shall thereupon revoke such license and 
notify both the ccznpany and the agent of 
such revocation. Unless revoked by the 
commissioner, or unless the company by 
written notice to the commissioner cancels 


ACTUARIES 


1 geppnepay F. CAMPBELL 














CONSULTING 
ACTUARY 


76 West Monroe Street 
Telephone Randolph 918 


CHICAGO, ILL. 


OHN W. CROOKS 
INSURANCE EXAMINERAND 
ACCOUNTANT 


Ten Years Chief Examiner 
Ohio Insurance Department 


Four Years Company Experience 
62 East Gay Street 


COLUMBUS, OHIO 
ames J. HAIGHT 








CONSULTING 
ACTUARY 


Hume Bldg. 
INDIANAPOLIS 


T J. McCOMB 
e 


COUNSELOR AT LAW 
CONSULTING ACTUARY 


Premiums, Reserves, Surrender Values, etc., calcue 
lated. Valuations and Examinations made. 
Policies and all life Insurance forms prepared. 
he Law of Insurance a Specialty. 


Colcord Bldg. 
OKLAHOMA CITY 


J H. NITCHIE 
« ACTUARY 











Telephone 1223 Association Building 
Central 3462 19 S. LaSalle St., CHICAGO 
A SIGTENHORST 
ee 
CONSULTING 
ACTUARY 


WACO, TEXAS 


ARRIS E. VINEBERG 


Fellow, Actuarial Society of America 
Fellow, American Institute of Actuaries 


CONSULTING ACTUARY AND EXAMINER 
Room 649, First National Bank Building 
CHICAGO 


REDERIC 8S. WITHINGTON,F.A.LA 

CONSULTING ACTUARY AND EXAMINER 
304-306 Security Building 

DES MOINES, IOWA 











the agent’s authority to act for it, such 
license and any other license issued to an 
agent or any renewal thereof shall expire 
on the ist day of March next after its 
issue. But any license issued and in force 
when this act takes effect, or thereafter 
issued, may, in the discretion of the com- 
missioner, be renewed to act for such 
company for a succeeding year or years 
by a renewal application for such license 
from such insurance company upon a form 
furnished by the commissioner. A for- 
eign life insurance company shall pay a 
fee of two dollars for every such license 
and for each renewal thereof. While such 
license remains in force a foreign com- 
pany shall be bound by the acts of the 
persons named therein within his apparent 
authority as its acknowledged agent. Any 
agent whose license has been revoked for 
withholding or converting to his own use 
premiums collected, or discounting a note 
taken in payment of a premium before the 
issuance and delivery of the policy to the 
insured, or for misrepresentation of the 
conditions, privileges or benefits of a pol- 
icy, or the financial or other condition of 
a company, or for wilfully and with intent 
to deceive misrepresenting the condition 
of any applicant as an insurance risk, or 
for twisting, or for violation of the insur- 
ance laws of this state, shall be debarred 
from having such license renewed for a 
period of not less than three years. 

Section 2. The penalty for violating any 
of the provisions of this section shall be 
as stated in Section 1976, Subsection 4, of 
the insurance laws of ‘Wisconsin. 


Sworn Statement Required 


It is also hoped to have a sworn 
statement required of an applicant for 
an insurance agent’s license, a tenta- 
tive form having been adopted as fol- 
lows: 

(Chap. —, Laws of Wisconsin, 1917) 

1. Name of applicant........ oviescccve ee 

(Give Christian name in full) 

2. Business address..........+-+- eine ais mae 
(St. and No.) (Town or City) 

8. Residence address 

4. Residence for last five years.. 

. ae RS 

6 

7 





8. Will your employment in all lines ‘but 
insurance cease if you receive a 


SS RR Sere eee 
9. Names and addresses of all your em- 
ployers during last five years....... 


10. Kind of business to be carried on by 


yourself with insurance...... eevee 
11. How many years’ experience in the in- 
surance busineSs?.........20. 63% 


12. Names of insurance company or com- 
panies for which applicant has, with- 
in a year, ceased to be an agent, 
whether by failure to be reappointed 
OP WEROT WING 6 sm 6-0.9:6 G0 V.0:4:0'0 60 040% 


13. Upon ceasing to become agent for any 


SS ges e-csbuck aes ...1f not, state 
MCN 6 oo Sean 0 bbe Ose 00.0 0:40:06'95 
14, *License to be issued under style or 
EN art ee ere 
comprising the following persons, 
who have signed partnership papers 


ee ee ee eeeeeeeeeeses 


(Signature of Applicant)............00. 
Signed and made oath to by applicant 
before me this...... a) ee AP hy ee 


*To be filled out in case license is de- 
sired for a partnership of which evidence 
exists in signed articles of agreement. 
Bach partner must make application on 
blank like this for a firm, making as many 
applications as there are partners. 


—_— OS too 
What a Policy Can Do 


“T’m not what you would call an ex- 
pert arithmetician,” said the life insur- 
ance policy, “but I can add comfort to 
my beneficiary’s declining years; I can 








Thomas L. Neal has been appointed 
manager of the ordinary department of 
the Conservative Life of South Bend, Ind. 
Mr. Neal was born in Lebanon, Ind., in 
1884, where he received his early school 
training, going from the high school there 
to Franklin College, Franklin, Ind., from 
which he graduated in 1906. He was then 
appointed assistant superintendent in the 
insurance department of Knights of 
Pythias, in North Carolina, where he re- 
mained until 1909, when he was given a 
position as state superintendent for the 
same body for Indiana, in which position 
he remained until 1913, when he left the 
fraternal field to take a position as mana- 
ger of agents for the Lexington Life of 
Lebanon, Ind. When this company con- 
solidated with the Indiana National Life 
Mr. Neal had a number of offers from 
companies, but, after several weeks of 
study, decided to cast his lot with the 
Conservative. 

While connected with the Lexington 
Life Mr. Neal was elected to the state 
senate of Indiana, he being the first Demo- 
crat elected to that office from his dis- 
trict. He served with honor in the senate 
from 1913 to 1915, was chairman of the 
insurance committee, and had the honor 
of putting through the New York confer- 
ence fraternal bill in 1915. He was also 
the author of the first rural credit bill 
introduced in the Indiana senate in 1913. 
He has been a grand lodge officer of the 
Knights of Pythias for two years. 








subtract cares from his state of mind; 
I can muliiply his blessings; I can di- 
vide his woes; I can find interest for 
him in life, and I can discount his 
chances of failure.”’—Points. 


6 oe 
Getting a Good Start 
The new Sunflower State Life of Mc- 
Pherson, Kan., has already written more 
than $200,000 of business and expects 
to have $500,000 by Jan. 1. H. L. Lan- 
drus, who organized the company and 
is its vice-president and actuary, has 
made a trip throughout the state, ap- 
pointing agents. 


> 6 
New Man for Providers Life 


Samuel Blum has been appointed 
general manager of the Providers Life 
of Chicago, succeeding Max Spiegel. 
Mr. Blum has had a long experience 
in industrial life insurance. He served 








P mee es Life 


Assurance Society 


Main Office, 10 S. La Salle St. 
Chicago, Ill. 


4 The Insurance Company for the people. 


{ Writes industrial policies on weekly pay- 
ments to $500.00. 


4 Ordinary Life Insurance to $10,000.00. 


4 The only Company that provides Doctor 
and Medicine free of charge to its Policy- 
holders in time of sickness. 


. 








The plan and Hent 


Guarantee Fund Life Association 


Omaha, Nebraska 


Contracts Safeguarded by Investments Exceeding $1,700,000- 
in First Mortgage Farm Loans and Municipal Bonds 


t of this Association 





have made possible its leadership in a field which in- 
eludes institutions of much greater age. 


Annual Rate per $1000 of Insurance at Age 35—$13.30 


Licensed in Twenty-two States 








RELIABLE AGENTS WANTED ON LIBERAL CONTRACTS 

















REAL PROTECTION AT COST 
Is appealing to purchasers of health and 
accident insurance, as written by the 
American Health and Accident 
Insurance Co. 

Policies to meet every need, written by a 

ustling Young Company Tha 
"E Mikng Good 
An Attractive Side Line for Life Men 
Several of them are making good money 


writing for us. 
Addressthe Company, 519 New England Bldg., Topeka, Kan. 


OCT. 16 


TWENTIETH ANNIVERSARY 


TOTAL AND PERMANENT 
DISABILITY PROVISION 


ORIGINATED BY 


FIDELITY MUTUAL LIFE 
INSURANCE COMPANY, PHILADELPHIA 


WALTER LE MAR TALBOT, President 


























Your greatest hopes will not be fully realized 
until you have signed a contract with the 


GERMAN-AMERICAN LIFE IN- 
SURANCE COMPANY of IOWA 


Home Office: Odd Fellows Bldg. 
BURLINGTON, IOWA 


For Information Address 
LOUIS H. KOCH, Vice-Pres. and Gen. Manager 
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the Metropolitan in New York City for 
five years and he made an excellent 
record. He recently became connected 
with the Providers as superintendent 
of one of its branch offices. Mr. Blum 
comes to the company with the new 
policy of the directors to follow con- 
servative lines, reduce expenses, and 
strengthen the company’s position. 
————< 6 


BUSINESS OF NORTHWESTERN 





New Insurance for the First Nine 
Months of Year Reached Sum 
of $115,000,000 





Milwaukee, Wis., Oct. 18—(Special) 
—The aggregate of new business placed 
on the books of the Northwestern Mu- 
tual Life the first nine months is $115,- 
000,000, an increase of more than $20,- 
000,000 over the corresponding period 
of 1915, according to reports presented 
at the third quarterly meeting of the 
board. 

The increase in new business in- 
dicated in previous quaraterly reports 
during this year continued through the 
third quarter, ending Sept. 30, and on 
that day the Northwestern had in force 
the total of $1,490,680,181 of insurance, 
distributed among 571,557 policies. 

During the first nine months of this 
year, the company disbursed in death 
claims, endowments, dividends and sim- 
ilar items to its policyholders or their 
beneficiaries, $31,478,301.84, or an aver- 
age of $115,000 every day during this 
period, including Sundays and holidays. 

During the same period, a total of 
$993,835.54 was paid out by the com- 
pany in taxes to the various states in 
which it operates, or an average of 
$3,640 for every day of the period. The 
sum is equal to approximately 10 per- 
cent of the dividends paid to policy- 
holders in the same time. 


————~<» + ee 
Banquet at Anderson, Ind. 


The Conservative Life of South Bend, 
Ind., summer campaign closed with the 
issue of Sept. 30, and the Anderson 
district, led by Superintendent J. E. 
Yocam, landed the banquet, held Oct. 17. 

Among those present were President 
Place, Vice-President Burkart, Secre- 
tary Mell, Inspector Johnson and Su- 
perintendents J. E. Yocam, L. D. Pente- 
cost, J. W. Montgomery, W. B. Lindsey, 
E. F. Watkins, A. R. Landis, Jas. J. 
McCurdy, J. P. McNamara, D. H. Baer, 
together with Agents Ballock and 
Vaughn of South Bend, Hurst and 
Burch of Ft. Wayne, Fife of Logans- 
port, McNally, Metzger and McMan- 
ama of Kokomo, Hogan of Marion, 
Legg, Edwards, White and Seybert of 
Anderson, Houtz and Smith of Elwood, 
Yunker, Lovellett and Paris of Terre 
Haute, Pyle, Reynolds and Alexander 
of Muncie. 


— 2 ton 
American Institute’s Meeting 


The semiannual meeting of the 
American Institute of Actuaries will be 
held at the Hotel La Salle, Chicago, 
Nov. 10-11. Much of the time will be 
given to discussion. Albert G. Portch, 
of the Franklin Life, is president, and 
Carroll B. Carr, of the American Cen- 
tral, is secretary. 


9 ee 
Will Not Appoint Successor 


It is understood that the Equitable 
of New York will not appoint a super- 
visor of agencies at St. Louis to suc- 
ceed William E. Bilheimer, who has 
gone with the Franklin Life. The vari- 
ous managers will continue to operate 
their districts in Missouri, Iowa and 
Arkansas and southern Illinois, re- 
porting to Agency Secretary Hale in 


St. Louis. 
————_<» ee _ 


Bradstreet’s Reports 


When an individual partner in some 
business concern or an officer in a cor- 
poration dies, it is the practice of the 
Bradstreet Company immediately to 
notify all subscribers who are inter- 
ested in that particular business con- 
cern. Why? Well, there can be only 
one reason. The death of such a man 








might be a matter of great financial im- 
portance. If there is sufficient business 
insurance on his life, this will at once 
allay any apprehension; credit will go 
on as before; business confidence will 
rest upon a firm foundation. If there is 
no business insurance, the death may 
present an altogether different situa- 
tion, ‘both for the concern itself and 
those who have business relations with 
it—Fidelity Field Man. 


—————~— 2 e—__—___ 
Mackay in the Lead 
J. J. MacKay, agency organizer, of 
the Fisher building office of the New 
York Life, filled his new organization 
allotment for 1916 Sept. 12 and was 
the first one of the company’s agency 
men in Chicago offices to do so. 
—__—_—_~<» +e 


FULL AMOUNT IS RECEIVED 


—_—— 


Officials of Old Des Moines Life 
and National Life, U. S. A., 
Lose in Suit 





Des Moines, Ia., Oct. 18—(Special)— 
Officials of the old Des Moines Life 
and the National Life, U. S. A., who 
purchased twenty shares of stock from 
J. I. McGraw for $200 each, and turned 
them over to the Chicago company at 
a valuation of about $1,000, must pay 
the difference—$18,965.92—to the ex- 


stockholder. Such was the verdict of 
the superior court jury. 
The plaintiff recovered the full 


amount sued for with interest from 
Dec. 7, 1911, when the Des Moines Life 
effected a merger with the National 
Life. McGraw sold his stock to Wil- 
mot Harbach, who, according to testi- 
mony, was employed by Albert M. 
Johnson, president of the National Life, 
to quietly garner in all outstanding 
certificates. McGraw’s is the first of 
eleven similar suits now pending. Ap- 
proximately $150,000 is involved in all. 
The largest amount asked originally 
was $40,000 by Arthur Reynolds. This 
suit was dropped. 

Defendants are National Life of 
U. S. A., Albert M. Johnson, W. A. 
Harbach, Robert D. Lay, estate of L. 
C. Rawson, deceased, and administra- 
tors Homer E. Rawson and W. A. Har- 
bach. 

The trial of another case, that of 
Mr. and Mrs. E. J. Dawson against the 
National Life, was begun today. Plain- 
tiff is suing for $4,800 on six shares. 
The action was tried out in the district 
court some time ago, a verdict was di- 
rected for the defendants and an appeal 
was taken to the supreme court. The 
highest tribunal ordered a retrail in 
the lower court. 


————~< 0 <-___. 
Chicago Managers Named 


Alford & Blaker Co., Insurance Ex- 
change, Chicago, manager of the Mary- 
land Casualty, has been appointed to 
represent the Life Extension Institute 
of New York. The Institute makes 
medical examinations in order to catch 
disease in its incipiency. 


2 6 ae 
ALL PENSION FUNDS UNSOUND 


The church pension fund of the Prot- 
estant Episcopal Church, is endeavoring 
to raise by subscription $5,000,000 to take 
care of its accrued liability. It will here- 





after assess congregations 734 percent to 
keep the fund on a sound basis and sol- 
vent. At the general convention in St. 
Louis this week, Monell Sayre, expert for 
the fund, said: ‘Practically every pen- 
sion fund in this country is on an un- 
sound financial basis and sooner or later 
will become bankrupt. Even the Carnegie 


| Foundation, without continued aid from 


the Carnegie fortune, would suffer the 
le Charles A. Peabody, presi- 
dent of the Mutual Life of New York, is 


one of the trustees of the fund. 
<2 ar ___- 
HONOR VETERAN AGENT 


Agents and employes of the Chicago gen- 
eral agency of the Connecticut Mutual Life 
last week paid tribute to Henry M. Cur- 
tis, who has been with the company in 
Chicago for more than forty years. He 
is the second oldest agent in the employ 
of the company, being seventy-five years 
old and still gective. The occasion was his 
birthday, which fell on Thursday, and tne 
usual Monday morning meeting had been 
postponed until that time and he and his 
wife were requested to be present as 
guests of honor. On behalf of the agents 
and employes, General Agent S. T. Chase 
presented Mr. Curtis with a handsome sil- 
ver loving cup and with some engrossed 
greetings that had been signed by every- 
one on the company’s staff in the city. 
Allerton S. Freeman, district agent of the 
company at Decatur, Ill., came to Chicago 
to be on hand. 
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Minnesota 

Mutual—A. H. Rost, Winona; Arthur Gun- 
derson, Cloquet; E. F. Roper, Two Harbors; 

._R. Lofgren, Hopkins. 

Fid. Mut.—F. L. Klock, St. Bonifacius; George 
Neuman, Osseo; J. P. Ryan, Osseo. 

Reserve Loan—F. H. Cater, La Porte; J. F. 
Krenz, Douglas; G. N. Sheppard, Wykoff; Henry 
Reich, Truman. 


Pioneer, N. D.—Harry Pritchett, Moorhead; 


Fred Wapola, New York Mills; Paul Zeug, 
Fort Ripley; R. W. Smyth, Park Rapids. 
Aetna—B. E. Fick, Wabasha; F. B. Andreen, 


St. Peter. 

National, U. S. A.—H. W. Vernon, St. Paul; 
A. W. Vernon, St. Paul. 

Mo. State—W. D. Oakins, Minneapolis; Her- 
man_ Rippe, Brownsville. 

Minn. Mut.—D. J. Williams, Lake Crystal; 
M. Bradley, Green Isle. 

Sec. Mut.—J. J. Stibal, Gilman; F. H. Tay- 
lor, Minneapolis. 

Reliance—J. E. Gillis and Mai B. Henderson, 
Duluth. 

Penn Mut:—Joe Derivan, Reading; C. J. Han- 
sen, Minneapolis; E. T. Thompson, Worthington. 

Pacific Mut.—C. A. Sullivan, St. Paul; J. P. 
Smith, St. Paul. 

Dakota—O. R. Greene, Winthrop. 

New York—F. M. Maybee, Minneapolis. 

N. W. Natl—M. B. Anderson, Hazel Run. 

Phoenix Mut.—O. A. Fetvedt, Fergus Falls. 

N. E. Mut.—C. R, Sharood, St. Paul. 

Old Colony—G. H. Ahl, Minneapolis. 

Union Cent.—W. L. Smithies, Duluth. 

Prov. L. & T.—May M. Smith, Minneapolis; 
H. C. Emmons, ssmmons. 

Wisconsin 

Aetna—A. C. Willbee, Waukesha; W. M. Kel- 
ley, Elroy; A. F. Ender, Barron; C. S. Lein- 
felder, La Crosse. 

Bankers—J. J. Silber and N. L. Branch, Mil- 
waukee; . Lomo, Luck. 

Central, Ia.—A. Osterheld, Stoughton; G. L. 
Wescott, Omro; W. A. Klein, Hortonville; A. 
M. Endres, Madison; E. B. Grebel, Green Bay; 
N. B. Remmel, Wrightstown; Alvin Drotning, 
Deerfield; F. W. Fellenz and E. A. Pierce, Mil- 
waukee. 

Equitable—C. P. Moores and C. S. Hayden, 
West Bend; C. F. Harback, Turtle Lake; E G. 
Teske, Wayside; G. E. Nordholm, Minong; Fred 
Pohlman, Fond du Lac. 

Germania—J. P. Rugee and E. A. Weschler, 
Milwaukee. 

Great Northern—R. F. Schmitz, Milwaukee; G. 





J. Fries, La Crosse; C. M. Gottschalk, Cedar- 


burg. ; S 
Coston —Tony Moline, Baldwin; W. N. Grii- 


fith, Kaukauna; Leon Matheny, River Falls; R. 
. Neckerman, H. L. Geisler, T. Webb, H. M. 
owitt, O. C. Gillett and W. J. Karn, Madison. 


Mass. Mutual—J. E. Leanna, Brodhead. 

Mutual, N. Y.—Mrs. S. W. Clark, Miss Ada 
Daniel and S. D. Stern, Milwaukee; J. 
Berger, Oconto Falls; C. Pfeifer, Plymouth. 

New York—E. L. Griebel, Milwaukee. 

N. W. Mutual—J. M. Copp, Madison; E. W. 
Poindexter, Jr., Kansas City, Kan.; W. A. Feth- 
erston, O. C. Harenburg and O. W. Huntemaan, 
Milwaukee. 


—_—_————»D + oo 
Everhard Brings Suit 


Cleveland, Oct. 18 — (Special) — 
Lucius O. Everhard, president of the 
Superior Life of Chicago, today brought 
suit, asking $50,000 from the Cleveland 
Life and President W. H. Hunt, be- 
cause of an alleged circular letter sent 
out by the local company attacking the 
methods of the Chicago company. 

_—— 3 eo 


LIFE NOTES 


The Conservative Life, South Bend, Ind., 
has announced its annual banquet and 
business meeting Jan. 19-20. 


c. C. Blevins, superintendent of agents 
for the Bankers Life of Des Moines, is 
back at his desk again after an enforced 
vacation due to illness. 


Ga. F. of the Clarke & Murrell 
general agency for the Bankers Life of 
Des Moines at Pittsburgh, was the lead- 
ing personal producer of the entire Bank- 
ers Life field forces for September and 
he led the company honor roll for that 
month with a total of $66,500 of insurance 
written. 


W. L. Wilhoit, superintendent of agen- 
cies from the home Office of the liance 
Life, is visiting the company’s general 
agency at San Antonio. Fred W. Maule 
is general agent for the company, and 
since joining the forces of the Reliance 
Life in April, 1916, has been among the 
leaders every month. 


Charles Warren Pickell, general agent 
in Detroit for the Massachusetts Mutual, 
departed on Tuesday morning for his win- 
ter home at Los Angeles, where he will 
remain until the flowers bloom in Michi- 
gan. During his absence, Associate Man- 
ager A. W. Kruemling will have charge 
of affairs at Detroit. 


Perhaps the most remarkable achieve- 
ment of “Appreciation Month” for the 
Bankers Life of Des Moines was the writ- 
ing of a $55,000, single premium, twenty- 
year endowment policy during October by 
M. L. Kuhns of Springfield, Ill. The pre- 
mium on this policy was $32,000. Mr. 
Kuhns always has been a steady and suc- 
cessful producer. He wrote a total of 
$60,000 during the week when he landed 
the $55,000 policy. 








NATIONAL LIFE 
ASSOCIATION, Des Moines, Ia. 





Agency Openings 
in 
Several Counties of 
Northern Illinois 





PROTECTION 
at LOW COST 


INSURANCE 














The Central Business Men’s Accident Association 


Incorporated under the Insurance Laws of the State of Ohio. Home Office, DAYTON, O. 
MR. LIF2. INSURANCE AGENT—You can double your income selling our low priced, liberal Health 


and Accident Policies. Issued separately or as combination. 


No time wasted in making collections, 


Standard ‘Policies—cost $3.00 per quarter. A good proposition to handle with Life Insurance. 


Some fine openinys in Ohio. Write teday. 


J. R. JONES, Secretary 








Thank you! 


W. C. BALDWIN, 


President 





NO SINECURE 


but who wants more latitude—a place to show what he can do with a free 
hand. Perhaps you know such a fellow; if so, tell him to write us today. 


PITTSBURGH LIFE AND TRUST CO. 
HOME OFFICE, PITTSBURGH, PA. 


—__Just a regular job for a regular man 
who has made good, is making good, 


HOWARD S. SUTPHEN, 
Vice President & Manager of Agencies 
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Illinois Life 
Man 
Always an 
Illinois Life 
Man 


GREATEST 


ILLINOIS ILLINOIS 


COM PANY COM PANY 


WANTS GOOD MEN 
AND . 
WILL PAY THEM WELL 


WANTS GOOD MEN 
AND 
WILL PAY THEM WELL 








Opportunity Knocks at Your Door 


Attractive policies. Liberal commissions and 
cooperation. Openings in States of Ala- 
bama, Arkansas, Florida, Georgia, Indiana, 
Kentucky, Mississippi and Tennessee. 


Inter-Southern Life Insurance Company 


JAMES R. DUFFIN, President 
LOUISVILLE, KENTUCKY 











A HUSTLER 


Can Get a Direct General Agency Contract With 


Merchants Life Insurance Company 
BURLINGTON, IOWA 


Assets $1,399,308.89 
Death Claims Paid $2,752,963.76 





Good Territory Open 














Representing 


The Mutual Life Insurance Company 
of New York 


You will make money. 


The great strength, big dividends and incomparable benefits of 
the ‘‘oldest company in America’’ mean certain success for you. 





For Terms to Producing Agents, Address 


GEORGE T. DEXTER, 2d Vice-President 


34 NASSAU STREET, NEW YORK, N. Y. 











FACTORS 


TWENTY-FOURTH YEAR 
OVER $120,000,000 INSURANCE IN FORCE. 


In Missouri, its home state, last year it led all companies doing an 
ordinary busines exclusively, both in new business done and in gain in 
insurance in force. 


Average net rate of interest earned in 1915—6.62 %. 


In the last ten years the assets of the Missouri State Life have in- 
creased 1494 %.—its surplus 1430 %.—its insurance in force 757 %. 
It is the fastest growing company in America. 


ALL POLICIES UP TO DATE. 


Attractive contracts to right men 


MISSOURI STATE LIFE INSURANCE COMPANY 
Incorporated 1892 ST. LOUIS, MISSOURI 


SUCCESS 





An Average Difference in Mortality for seven years of over 
25% proves the value of 


Total Abstinence Insurance 


The Agent can sell preferred risks and more of them. We 
can demonstrate it to you. 


A Lifetime Contract to Good Men 


PEORIA LIFE INSURANCE COMPANY 


PEORIA, ILLINOIS 














The Globe Life Insurance Co. 


Offers a Golden Opportunity to a Few Good Men to 
Get in on the Ground Floor on Agency Contracts. 


Company is cleanly organized, well backed with 
stockholder boosters all over Kansas. 

We want good men and will pay them well. 

For territory and particulars address 


FELIX BROEKER, Secretary and Manager - SALINA, KANSAS 


MODERN AND FULLY SHARPENED TOOLS 


A workman has a big advantage when he can work with tools that are in good order. 
A Life Agent must have the best policies to meet the needs of the times. 
He will find them in the UP-TO-THE-MINUTE contracts issued by the 
Manufacturers and Merchants Life Insurance Company 


of ROCKFORD, ILLINOIS 
Write us for territory. 

















INDIANA NATIONAL 


LIFE INSURANCE COMPANY 
AUTHORIZED CAPIIAL, - + + $1,000,000 


Issues latest forms of policies. Operates in Indiana, Kentucky 
Arkansas, Georgia, Alabama and Florida 


For contracts write: C.D. RENICK, President 
316 N. Meridian Street Indianapolis, Ind. 





Pennsylvania Maryland 


S PEC IAL Delaware Ohio 
AGENTS _ Philadelphia Life 
WANTED 111 nsucanee ae Pa, 














“SAFE AS A GOVERNMENT BOND 


(O) The OHIO STATE LIFE 


LIFE. HEALTH, ACCIDENT *° MONTHLY INCOME INSURANCE 


s}i:tecae LATEST POLICIES AND AGENCY CONTRACT Bathag-ine 


Openings OHIO, IND., KY. and MICH. Write Columbus 





